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The Honorable Kenneth A. Gibson 
Mayor, City of Newark 

City Mall 

Wewark, New Jersey 


Dear Sir: 


I herewith respectfully submit the Annual Report of the Newark Fire 
Department for the year ending December 31, 1975: 


I am pleased to list the following statistics which refiect a 
decrease in three important areas as compared to the preceding year: 


Total No. of Fires - (1975)-6,263 (1974) -7,107 
Reduction of 12* 


Total No, Bldg. Fires (1975)-2,770 (1974)-3,307 
Reduction of 167 


Mo. Multiple Alarms - (1975)-57 (1974)- 74 
Reduction of 23% 


Some of the factors that have contributed to the reductions listed 
above are: 


An intensified buildine inspection proeram by the 
fire conpanies with a follow-up by the Bureau of Combustibles 
inspectors to enforce the correction of hazardous conditions, 


The demolition of a large number of vacant buiidings in 
the city considered to be "fire-breeders", and in 1975 
constituted 23,17% of the building fires in Newark. 


À greater emphasis on education of the Public, The 
Fire Department Community Relations Division has carried 
out a great number of Fire Prevention programs in schools, 
and in various civic, religious and comunity meeting places. 
In carrying out their human relation activities, such as 
providing for the welfare of fire victims, minority recruit- 
ment and involvement with many community groups, they have 
fostered a sreater regpect for, and awareness of, the fire 
problen by the citizens of the City. 


| Kenneth A. Gibson 
N E W AR թ | Mayor 
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A Committee is now in existence to develop a "Master Pian" for 
Fire Protection and Control. This was one of the recommendations in the 
"Report to the President" by the National Commission on Fire Prevention 
and Control. 


The "Master Plan" will set goals and priorities for our fire service. 
It was designed to meet the changing needs of the community, and one of 
the areas listed for evaluation is: 


' Particular enphasis on Fire Prevention and Fire Safety 
Education with the motto that "The best way to fight 
a fire is not to have a Fire in the first place“. 


Increased productivity by the Department is mandated by the great ly 
increased cost of operations; it is recognized that sone of the present 
stand-by time can be utilized by providing added services to the Community. 


. 1. To continue a program we started for the scheduled replacement 
of fire apparatus to achieve a 12-year life expectancy for first line 


2. To acquire the services of a Fire Protection Engineer whose 
training and experience lies in the field of operations, research, 
systems studies and technical programs rather than in fire-fighting. 


3. To continue the activities of the Citizens Advisory Committee 
whose members assist the Fire Department ín promoting Public Relations, 
minority recruitment, community involvement,and act as liaison between 
the citizens of the City and the members of the Fire Departnent. 


* * * * * W * * ok ko * * * 


In 1975 the Newark Fire Department was honored by receiving national 
recognition in winning first place among U.S.Cities of comparable size, 
in the National Fire Protection Association's fire prevention contest. 
With the top "Class A"rating received in the Insurance Services Office 
"City Fire Defense" classification and the steady decrease in the number 
of fires, the Newark Citizens can be assured that very adequate and 
efficient fire protection is being provided. 


N E WAR K. Kenneth A. Gibson 


Mayor 
ee 
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The Fire Department expresses its thanks to the members of the 
Municipal Council, who showed a sincere interest in the problems of the 
Department and cooperated by their favorable response. 


Fire Chief Joseph M. Redden, all officers snd nen of the Department, 
and the Administrative Staff are to be commended for their efficient and 
dedicated service and attention to duty durine the vear. 


The Civil Defense Auxiliary Firemen and the Rell and Siren Club 
rendered valuable and outstanding Service, and are to be commended for 
their devotion end civic-nindedness. To them I offer the sincere thanks 
of every member of the Department. 


To the Chaplains and Department Surseons, for their outstanding 
contributions in administerine to the needs of the men, we owe a debt 
of gratitude. 


On behalf of the Members of the Fire Department, I extend to you 
our sincere appreciation for your interest in our problems and the 
complete cooperation you have given us. 


Respectfullv vours, 


JOHN P. CAUFIULD, 
Director, Fire Department, 


JPCHEC 


Kenneth A. Gibson 
հ E WAR K Mayor 


Fire Department 


920 Broad Street 
Newark, New Jersey 07102 John P Caufield 
201733-7424 Director 


March 23, 1976 


Hon. John P. Caufield, Director 
Fire Department 
Newark, New Jersey 


Dear Sir: 


Forwarded herewith is the Annual Report of the Newark 
Fire Department for the year 1975. As in the past, the 
excellent fire record reflects the dedication and selfless- 
ness displayed by the Members of the Department. 


I wish to express to the Officers and Members of the 
Department my sincere appreciation for their efforts, often 
under extremely dangerous and difficult conditions, 


I also wish to extend my thanks to the Mayor, the 
Members of the Administration, the City Council, members of 
the press and other news media, and the Members of the Bell 
and Siren Club, for their courtesy and for their assistance 
to the Fire Department during the year. 


Respectfully submitted, 
ման, աան | 27 


id այք 
JOSEPH M, REDDEN, 
Fire Chief 
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FIRE DEPARTMENT 


FINANCIAL STATEMENT 


Salaries Appropriation $13,138,099 
, Other Expenses Appropriation 886,021 
81, 62h, 120 
EXPENDITURES 

SALARIES AND WAGES 
Salaries $ 13,705,912 
Overtime 182,976 
Acting Officers 55,760 
Total Expenditures $ 13,944,648 


OTHER EXPENSES $ 816,2h9 


1 f 


Redeposited Checks 389.00 
Miscellaneous 5,402.00 
Bureau of Combustibles 65,903.00 
Accounts Current 270.50 
$71,964.50 

MISCELLANEOUS 


October 6, 1975 - Maintenance of 
Civil Defense Sirens ծ: D 
Fire Alarm and Radio Division 5,400.00 


October 28, 1975 - Return of 
Subpoena money - D. Robinson 2.00 
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FIRE DEPARTMENT - CITY OF NEWARK 


Hon. John P. Caufield 
Fire Director 


Hon. William H. Walls Hon. Kenneth A. Gibson 


Business Administrator Mayor 


William T. Whalen, Administrative Officer 


William McDonald, Asst. Chief Clerk 


JOSEPH M. REDDEN, FIRE CHIEF, U.F.D. 


First Deputy Division 


Joseph Magnusson 
Haroid B. Davis 
James Donlon 
Charles JanTausch 


DEPUTY CHIEFS 


Second Deputy Division 


Joseph MeLaughlin 
Thomas Leonard 
John Dolak 
Andrew J. Donahue 


Special Assignments 


Roving 
David J. Kinnear 
John Griggs 
Joseph Doll 
Angelo Ricca 


- Thomas E. O'Boyle - In-Service Inspection & Records 


James F. Gaynor 
Frederick Grehl 


Vincent J. Kelly - Weekend Chief 


- Buildings and Equipment 
~ Personnel Officer 


First Battalion 
Frank Reheis 
James W. McCormack 
James M. O'Donnell 
Albert J. Maresca 


Fourth Battalion 
Robert J. Miller 
Alexander McGrory 
Williem Carragher 
Fred Boehringer 


BATTALION CHIEFS 


Second Battalion 
Erwin Burkhardt 
Robert King 
Vincent Marinucci 
Edward R. Dunn 


Fifth Battalion 
Richard Hettinger 
John J. Zieser 
Vincent A. Brennan 
Robert A. White 


OUO 


Third Battalion 
Thomas Boyle 

John P. Ryan 
James Raymond, Jr. 
Anthony Maresca 


Roving 
Joseph Bisogna 
Joseph T. Miller 
Charles F. Plath 
Thomas J. Melody 
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Fire Department 


SUBDIVISIONS OF THE DEPARTMENT 


Fire Signal System 

John C. Buckley, Chief, Communications 

Edward Przybylowicz, Chief, Construction/Maintenance 
Fire Prevention Division 


Louis lannuzzi, Deputy Chief 
"Carl Stoffers, Battalion Chief, Arson Squad 
.Combustibles, Philip Boyle, Acting Chief Inspector 


Community Relations 
Lawrence Caufield, Deputy Chief 
Sante D'Emidio, Captain 


Training Academy 


Edward M. Wall, Deputy Chief 
James Morgan, Battalion Chief, Safety Officer 
James Nolan, Battalion Chief, Water Officer 


Special Service and Supply 


Arthur Schmidt, Deputy Chief 

William Schick, Battalion Chief 

Daniel Tauriello, Supervisor of Apparatus 
John Bender, Captain, Hose Division' 


Planning Division 


James P. O'Beirne, Deputy Chief 
Joseph J. Pierce, Battalion Chief 
William Barrett, Captain 

Civil Defense 


Bobert Marron, Deputy Chief 


Emergency Medical Service 
Stanley Kossup, Deputy Chief 
Louis Formisano, Battalion Chief 
Medical Division 


Edwin Ciccone, M. D., Fire Surgeon 
Carl Maffeo, M. D., Asst. Fire Surgeon 
Chaplains 


Rev. Horton Raught, Catholic Chaplain 
Rev. Clarance Bleakney, Protestant Chaplain 
Rabbi Horace Zemel, Jewish Chaplain 


OUO 
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FIRE 


John G. McDonald, Fm. 


" Joseph O'Brien, Fm. 


2/1/15 


3/1/15 
4/1/75 


5/1/75 


Michael Urban, Fm. 

James J. Sweeney,’ Fm. 
William A. McGuire, Fm. . 
William Fox, Captain 
Frank J. Werber, Fm. 
Harry Gawdun, Fm. 


Harry Dittler, Pm. 


Thomas մ. Murphy, Fm. 
Timothy B. Kearney, Fm. 


DEPARTMENT 
1975 
APPOINTMENTS 

6/23/15 Patricia Quinn Sr. Clk Typist (T) 

6/30/15 Joseph P. Caufield Lineman (T) 

8/4/75 ^ Nathaniel Jones Fire Alarm Operator 

8/h/T5 Henry Przybylowiez Fire Alarm Operator (P) 

8/25/15 Susan A. Caufield Sr. Clk Steno 

12/15/15 Susan A. Caufield Fire Alarm Operator 

RESIGNATIONS DEATHS 
1/28/25 Walter Carroll, Jr. 7 5/20/15 Fm. Charles J. Reynolds 
5/16/15 Daniel Warnock Operator (T) 9/15/75 Fm. Joseph Fedynich 
5/15/15 Susan Caufield Sr. Clk Typist 12/11/75 Eugene Rolandelli, Fm. 
6/23/15 Kenneth Brown F/F 12/19/15 Fm. Thomas A. Hickey 
1/26/15 Stephen Jablonski F/F 12/22/15 . Bett, Chief Joseph A.Zoppi . 
8/22/75 JoAnn Mazur Sr. Clk Steno 
8/25/75 Patricia Quinn Sr. Clk Steno 
11/14/75 Susan A. Caufield, Sr.Clk Steno 
` 4 
Վ RETIREMENTS 

1/1/75 Edward J. Nolan, Batt. chief 6/1/15 Edwin Tiplady, Fm. 


William Schnug, Fm. 
Frederick Koermaier, Fm. 
Thomas Geraghty, Fm. 


1/1/15 Robert F. Barrett, Fm. 
8/1/75 Leslie Bennett, Fm. 
9/1/15 . John J. Chrystal, Fm. 


Charles Dobbs, Fm. 
John Specht , Fm. 


Thomas 1. Kelly, Captain 
10/1/15 Wilbur A. Fenwick, Captain 


10/17/75 John Kalata, Salvageman 


10/17/75 John Sheppard, F. Tr. 
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FIRE PREVENTION DIVISION 


Annual Report submitted by 
Deputy Chief Louis J. Iannuzzi 
for the year 1975 l 


ege 


The following is a general outline of the functions, 
activities and special programs of the Fire Prevention Divis- 
ion for the year 1975. The statistical data concerning the ind- 
ividual commands within the division will follow in separate 
reports, 


A much greater emphasis is being placed in Fire Prevention 
by all the members of this Division. Through their efforts we 
are trying to motivate our citizens to an understanding of the 
reality of fire as an ever-present threat to their security and 
happiness, and to teach them how to live safely with fire. 


As evidenced by our records, significant strides in reaching 
our objectives of protecting all of our citizens from fire have 
been made, Records indicate a dramatic reduction in all cate- 
gories of fire protection. A major factor contributing toward 
this good record has been the enthusiastic efforts of all members 
of this division, 


During Fire Prevention Week we conducted fire safety demon- 
strations in local neighborhood shopping areas, a mass display 
and demonstration was conducted in front of City Hall demonstra- 
ting fire extinguishing, life-saving and first aid techniqves 
by department members of our various units, Once again a com- 
bined fire drill and fire prevention demonstration was conducted 
the property of the Newark Post Office in Federal Square. A 
comprehensive public speaking program was held throughout our 
public and private schools, daycare centers, and senior citizens 
organizations, by the members of the Bureau of Combustibles and 
several volunteers, from our field units, Throughout all our 
fire prevention demonstrations activities, nothinc was more 
gratifying to us than to hear not only the favorable comments, 
but to witness the interest and enthusiasm toward fire safety 
and fire prevention of the citizens who attended, 


Fire Prevention Activities were also directed toward the 
business segment of our city. Greater Fire Prevention emphasis 
was directed toward both residential and business hi-rise 
buildings, Films were shown on the proper planning for the 
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Fire Prevention - 2 


escape of the occupants, this was followed by lectures given by 
myself or. members of my staff well over k million pieces of 
fire prevention literature were distributed smong the citizens 
and children of our city during Fire Prevention Week, During 
1975, N. J. Bell Co, of 95 William St. requested our assistance 
in the formation and training of their Fire Brigade, We atten- 
ded their monthly meetings and aided them in creating a Fire 
Brigade for their hí-rise building at that location, With our 
field units, we instructed them in the actual use of their hose 
and equipment, We also encouraged them to enter the NFPA Fire 
Prevention contest in the industrial section, I have reviewed 
their entry book, and I am very happy to report that it looks 
very good. 1 would like to acknowledge their donation of the 
film "Hi-Rise Safety" to our Division, This film has been met 
with favorable comments from all people who have viewed it. 

We would like to acknowledge the cooperation we received from 
our field units in all phases of our activities during Fire 
Prevention Week, 


Training of members of this division continues to hold 
paramount importance in planning. I would like to recommend 
that we send a minimum of two (2) Fire Inspectors to the 
University of North Carolina where an excellent course is given 
in both Fire Inspection and Fire Prevention. This course is 
given during the Spring time of the year, and is of a two (2) 
week duration,  In-service training classes are held daily on 
a programmed schedule and numerous training seminars and classes 
are attended during the year by all members, This is in 
addition to the educational and technical manuals which are a 
part of our library. 


We have made significant strides in our efforts to gain 
the cooperation of city agencies and civic groups to help 
further their aims and enlist their aid in our cause, 


We have continued to work closely with our city's demoli- 
tion committee , supplying them with the necessary data and support 
they need to alleviate the hazard of vacant and abandoned build- 
ings within the city. It is obvious that the decreases we have 
experienced in building fires can be attributed in some part to 
our combined efforts, One very positive advantage in working 
closely with the demolition people has been their willingness to 
respond with heavy equipment to fire emergencies, 
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Fire Prevention - 3 


In-service violations received by this command have again 
increased greatly and our staff continues to investigate and 
process every one received and judging by the small number of 
disputed resolutions, I believe this segment of our inspection 
program is working out very well. The Fire Prevention Division 
continues to review plans of all major structural alterations 
and new construction, which helps us control and eliminate fire 
hazards before they occur. 


We have been discussing Hi-Rise Evacuation Procedures with 

the heads of various office buildings and residential complexes 

within our city. We have strongly emphasized to them the impor- 

tance of prompt notification of any Fire Incident, and immediate 
removal of the occupants, 


I would recommend that we check into the legality of re- 
quiring a voice alarm system be installed in hi-rise buildings. 
Such à system would not only aid us in the removal of the occu- 
pants, it would assure the Fire Department of constant communi- 
cations with units during fire fighting operations within the 
building; 


AS you already know, in February 1975, we received the 
results of the NFPA contest of 1974. In our classification, we 
placed 4th, considering it was our first entry, and competing with 
over 100 cities, we did very well, We again entered the Fire 
Prevention Contest for 1975. Our entry is quite an improvement 
over last years' and we are confident we will do well. 1 would 
like to commend all of our members who contributed their time, 
energy and enthusiasm toward the contest book. 


The members of this command must be commended for their work 
out-put. Their inspectional duties are ever-increasing, their 
field inspections were over 27,406, this is in addition to 
complaints received for vacant buildings, field companies in- 
service violations, telephone and letter complaints from private 
citizens and referrals from other city agencies during 1975, 


For non-code compliance, these inspectors spent 1,175 
man-days in court appearances, 


This command wishes to thank the Director and his office 


staff, the Fire Chief, and his office staff, and Public Reiations 
Officer, Phil Brito for their invaluable aid during 1975, 
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FIRE PREVENTION 
BUREAU OF COMBUSTIBLES 
Annual report submitted by 
Philip Boyle, Acting Chief Inspector 
for the year of 1975 


The following annual report for the year of 1975 is 
submitted by me, with a feeling of satisfaction of a job 
done well, the accomplishments of this report is to be 
given to all the inspectors, office help, and officers of 
this Bureau. 


Through the year, many of our inspectors have had an 
opportunity to attend seminars to help educate them in 
the field of Fire Prevention. It is further hoped that 1976 
will bring more opportunities for Fire Prevention 
seminars. Daily instruction is given to our inspectors. 


Many of our inspectors carried out the Fire Prevention 
talks during the Fire Prevention week and through the 
year on different occasions to schools and other interested 
groups. 


Our Bureau has been instrumental in handling many 
complaints from concerned citizens. We do our best to. 
assist those who request our help to the best of our ability. 


Notices are sent to all other departments, when our 
inspectors find violations pertaining to them. 


Court action was instituted after all other means 
failed to have code compliance. The total amount collected 
in fines came to $13,815.00 imposed on 205 cases. Thanks to 
Captain Al Machiaverna for his exhaustive checking of the codes. 


There were 341 sets of plans checked as against 
375 in 1974. Permit fees show an increase of $1976.00 
although there were 35 fewer permits issued. Total fees 
collected, $64,843.00. 


Paselü 


Many special details were carried out through the 
year, such as special television shows and radio announcements 
pertaining to fire prevention. 


We are doing our best to keep an active list on 
vacant buildings, and to see that they are boarded up and 
demolished as soon as possible. 


It is my intention that a close liaison with all other 
Departments will be adhered to in the year of 1976. 


ODO 
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ANNUAL REPORT FOR 1975 
FIRE PREVENTION DIVISION 
BUREAU OF COMBUSTIBLES & FIRE RISKS 


ALARMS TRANSMITTED —— ووو ور چو و‎ n m غو ور مه سو دي و سه‎ m mmn nem emm 
Bell Alarmas „nn وو لو وو عم وم‎ an غو ٤و چو‎ 11,455 


ACTUAL FIRES e وو‎ m ts ووو‎ ON صو‎ GE غو ومر ووو ودی‎ dr ووو‎ ME سه وو چو ووو ووو ووو‎ vm غو چو‎ E OS مه‎ 
Building wm db MS OUR. RE ME و‎ ME . جنا‎ 2 0 770 
Occupied a=“ 2,131 
Vacant eeeeeeee 639 
Vehi eles dit ben وور‎ w وو ېېو فو دود‎ me ووو‎ AC چی مج‎ au: cas OE غو موو‎ 1 ,058 


Rubbish/ Bruns 2,435 
MISCELLANEOUS (Repair/Drill/Relocate/etc) --- 


Civilian 103 55 US GD UN y au E NA AS EE A E ar A 33 


rå Alarm di GR. առ թ EE موو‎ ap T دوو‎ que (US وو‎ առ KE աթ وه‎ RD ER په‎ 


SIGNAL 11 FIRES (exc/multiples) e------------ 

Occupied «առ 281 

Vacant -------- 126 

1,515 خو چو ههو աա‏ وه چو EI em‏ چو աթ «թ‏ وچو یوو ens‏ يو موم وه ար‏ وو ووه Building‏ 

PLANS EXAMINED (Fire Code Compliance 
FIRE PREVENTION DEMONSTRATIONS «seee anen asas anot tmm mm 
BUREAU DETAILS (Public Meetings ete) -------- 
COURT HEARINGS ATTENDED PB 


FINES COLLECTED (Fire Code Violations) ------ 


21,127 


6,263 


6,031 
8,833. 
33 


57 


419 


66 

5,782 

$ 64,843 
1,175 

$ 13,815 
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1975 BREAKDOWN BY WARD DISTRICTS 1975 


SUMMARY NORTH WEST CENTRAL SOUTH EAST TOTAL 


MASA ad 


Alarms Transmitted -------- 4363 384% 4691 2753 5476 21127 
Building Fires 577 354 741 398 700 2770 

or —.— M 53 „ „ 8 219 
Vehicle Fires ------------- ZH 141 3 137 363 1058 
Outdoor Rubbish/Brush Fires 616 305 485 182 847 2535 
False Alarms -------------- 1182 1209 1321 929 1390 6031 


Bur, of Comb, Inspections - 3882 3401 5460 3103 11560 27406 


In-Service Co, Inspections- 3149 2289 1166 1543 3340 11487 


Signal 11 Fires ----------- #8 55 107 79 92 419 
2nd Alarm of Fire --------- 9 13 19 6 6 53 
jrd Alarm of Fire --------- — 1 1 - - 2 
kth Alarm of Fire - - 2 - - 2 
Deaths at Fire ---------——-- 3 11 7 8 էլ 33 
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NFPA - 901 


Codi 


100-199 
200-299 
300-399 
410-419 
420-429 
430-469 
470-499 
500-599 
600-699 
700-799 
800-899 
910-929 
930-999 
10-19 
20-99 


TOTAL (BUILDING INVOLVED) 


ng 
CLASSIFICATION 


PUBLIC ASSEMHLY 
EDUCATIONAL 


INSTITUTIONAL 
1 & 2 FAMILY 


DWELLINGS 
APARTMENTS 


TENE/FLATS 
ROOMING HOUSE 
HOTEL/MOTEL 


MOBILE HOMES 
STORES/OFFICES 
INDUSTRY/UTILITY 
MANUFACTURE 
STORAGE 

VACANT 

ourmoons N 


AUTO/BUS/TAXI 


TRUCK/BAIL/AIR/WATER 


TOTAL (VEHICLES) 


TOTAL (OTHER OUTDOORS) 


GRAND TOTALS 


FIRES INSPECTIONS VIOLATIONS 


129 


2770 
1058 


2435 


6263 


2658 
686 
358 


izii 


27506 


52 


1515 


1543 


FIRES INSPECTIONS VIOLATIONS 
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ALARM 


1975 MULTIPLE ALARMS 1975 


ADDRESS 


89 Mt, Prospect Avenue 
112-14 Twelveth Avanue 
17-19-21 South Tenth Street 
352-4 Sixth Avenue 


137-941 Summit Street 
478.8082 Springfield Avenue 
948 South Orange Avenue 
172.4 Peshins Avenue 

101-5 Elizabeth Avenue 

183 Market Street 


352-4 South Orange Avenue 
38-h0-2 North Twelveth Street 
393 South Sixth Street 
140-2 Shaw Avenue 

565 High Street 

176-89=2 Camden Street 
71-3-5 Pierce Street 
58-60 Sixteenth Avenue 

13 South Munn Avenue 

411 High Street 

170-8 West Runyon Street 
411 High Street 


66-2 Sixteenth Avenue 

406-8 Hunterdon Street 

504-6 Avon Avenue 

136-8 West Kinney Street 

274-280 Fairmount Avenue 
106-8 Peshine Avenue 
106-8 Sixteenth Avenue 
39-41 South Sixth Street 
9 Ogden Straat. 

17-19-21 Brookdale Avenue 

229 Broad Street 


88-90 Second Street 

h9-51-3 North Fourteenth Street 
265-7 Camden Street 

291 New Jersey Railroad Avenue 


730 High Street 

B3-5 Webster Street 
2121 Mc Carter Highway 
736-44 High Street 

982 Bergen Street 
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1975 MULTIPLE ALARMS 1975 


ad 


ALARM 


2nd 
2nd 
2nd 


շոռ 
2nd 
2nd 


2nd 
2nd 
and 


2nd 
2nd 
2nd 
2nd 
2nd 
2nd 


TOTALS -- 


ADDRESS 


19 Merchant Street 
461 South Fourteenth Street 
168 Roseville Avenue 


85 Webster Street 
749 South EighteenthStreet 
20-2-l Jones Street 


17-9 Jones Street 
684% Clinton Avenue 
144.6 Ferry Street 


221-3 Sixth Avenue 

70-80 Hawthorne Avenue 
29 Riverside Avenue 

25 Johnson Avenue 

124-28 Fairmount Avenue 
3-6-8 Livingston Street 


53 2nd Alarms 
2 rd Alarms 
2 th Alarms 


57 Multiple Alarms 
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SOILSILVIS HLVSG Fela 


1975 PUBLIC SCHOOL BEPORT 


YEAR FIRES FALSE MALF, 
1975 TOTALS 98 972 483 
1974 TOTALS 76 879 8 
1973 TOTALS 64 563 448 
1972 TOTALS 71 763 504 
1971 TOTALS 73 804 565 
1970 TOTALS 60 698 451 
1969 TOTALS 38 488 sos 


1975 


OTHER 


TOTAL 


1751 
1556 
1270 
1535 
1582 
1362 
1125 


6 YEAR COMPARISON CHART OF FIRE DEPARTMENT RESPONSES TO 


NEWARK PUBLIC SCHOOLS 


SENIOR HIGH 1970 1971 1972 
Arts 26 2h 14 
Bar ringen 2 2 1 
Centraal 2 3 3 
East Side 30 19 18 
South Side sesura 15 24 32 
Vailsburg sm aes a 13 is 17 
Weequahic e 38 48 16 
West 81de 72 54 56 
JUNIOR HIGH 

Broadway = emama e 30 5 1 
Clinton Place سه‎ 38 42 26 
Seventh Avenue 6 13 14 
Webster | = memm a ww 17 28 63 
West Kinney mesen - 17 13 
ELEMENTARY 

Abington Avenue - 22 47 18 
Alexander St mem 7 6 9 
Ann Street 4 7 12 
Avon Avenue 12 28 12 
Belmont-Runyon په‎ 2 8 3 
Bergen St manco 6 19 16 
Bragaw Avenue 4 10 20 
Bragaw Annen - - 4 
BroedwaY ww aa - 6 44 
Burnet at 30 20 31 
Camden Middle 3 3 - 
Camden St ewe 13 13 24 
Central Avenue 34 10 28 


1973 1974 
14 8 
14 30 

5 70 
23 47 
23 31 
30 33 
13 15 
16 9 

8 5 
15 16 

3 5 

43 20 
կշ 108 
20 21 
15 19 

6 10 
10 7 

4 2 

7 17 
13 8 

3 1 
50 կէ. 
23 48 
15 52 
2h 11 

3 1 


1975 
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ELEMENTARY 1970 1971 1972 1973  197h 1975 


EN one 


Chancellor Ave === շկ 25 21 18 14 15 
Chancellor Annex - - 1 3 - 6 5 
Charlton ut - 33 61 31 37 11 37 
Cleveland 30 27 29 17 22 20 
Clinton Ave Հաաա - 2 1 3 2 2 
Dayton 8th 37 76 40 47 39 60 
Eighteenth Ave --- 2h 7 12 12 10 13 
Elliott St em عع‎ 8 18 15 18 15 11 
Fifteenth Ave ---- 25 18 32 31 46 32 
First Avenue 9 5 5 2 11 6 
Fourteenth Ave ese 25 25 11 8 16 14 
Franklin --------- 11 15 կկ. 35 կդ 39 
Garfield! 17 23 26 13 8 62 
Hawkins St  ------- 18 36 24 20 26 92 
Hawthorne Ke 29 55 41 22 21 17 
Hudson 88t 7 - 12 7 10 1 
Lafayette t 8 էլ 12 8 6 18 
Lafayette Annex سه‎ - - - - - 1 
Lincoln աաա» 23 10 9 ? 7 22 
Madison  --------—-- 26 52 35 28 20 17 
Madison Annen - - - 1 1 1 
Maple Ave 4 31 48 34 23 18 11 
Maple Ave Annex =e 2 8 11 11 2 4 
Maple Lyons Ánnex - - - - 9 15 9 
McKinley sees us ma sr m om 11 37 49 7 5h 44 
Hiller 6k 36 26 32 35 18 
Morton t 18 22 25 23 12 21 
Kt Vernon 16 9 13 11 կ, 6 
Newton lt 20 41 31 37 39 ` 16 
Oliver t 8 35 30 14 10 շկ 
Peshine Ave «առատ» 26 35 27 ۹ 35 32 
Peshine Annen 1 — — — - - 
Quitman St «se ma seme 17 37 47 30 13 14 
Ridge St ö W344 3 9 5 3 2 3 
Robert Treat 102 96 57 5 31 25 
Roseville ve - 6 10 6 3 1 
South St t 3 12 7 11 3 4 
So, Eight St ----- 85 68 52 23 48 96 
So. Seventeenth St- 12 18 18 25 26 23 
S, Seventeenth Annex = 2 1 2 2 2 
So, Tenth St Հաա. - 6 3 6 13 2 

Speedway Ave we 2 5 1 3 8 i 
Sprgf'd Ave Comm, - - 3 4 8 9 3 
Summer Ave 10 13 էլ 4 7 13 
Summer Ave Annex - 5 - - 4 - 
Sussex AVe سسمسمسسه‎ 25 6 22 20 9 8 
Thirteenth xe — 10 38 15 52 30 
Warren t 17 9 9 5 9 19 
Waverly Are 13 7 14 7 է, 15 
Wilson Ave --e---- 5 22 23 19 16 17 
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Alyea Street eeeeeeeee 
Arlington avenue — 
Boylan Street 
BPranchbrook  eee-———— 
Bruce Street  --—----- 
Chestnut Street  ----- 
Montgomery Street see 
Se, Market Street 
So, Eleventh Street 
Wickliffe Street «աա» 


Woodlend venue 


YEA&ELY TOTAL RESPONSES 


1971 


N Z2" Ք" 9» هم‎ ۸ 


1582 


197 


1 


AA 


eo 


2 


1973 


شم 


1270 


1974 1975 


e BETERS 


7 h 
i 2 
կ. 12 
2 2 
9 3 
8 14 
59 37 
3 3 
2 9 
2 1 
N 5 
1556 1751 
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1975 FIRE DEPARTMENT RESPONSE 1975 
TO NEWARK HOUSING AUTHORITY PROJECTS 


ADDRESS BUILDING INCINERATOR FALSE OTHER TOTAL 
FIRE ALARM 

Baxter Terrace 1 2 1 էլ 8 
Bradley Court H - 2 է, 7 
Columbus Homes 60 6 12 27 105 
Felix Fuld 6 3 - 2 11 
Hayes Homes 81 26 15 19 141 
Hyatt Court | 17 էլ - 3 24 
Kretchmer Homes 39 29 5 17 90 
Kretchmer Elderly 3 1 - 1 5 
Pennington Court i - 7 2 10 
` Roosevelt Homes 15 1 2 3 21 
Scudder Homes 90 | 42 10 32 175 
Seth Boyden Court 15 8 2 6 31 
Stephan Crane Village 3 - i7 3 25 
Stephan Crane Elderly - լ - 1 5 
Stella Wright Homes 42 13 6 10 71 
Walsh Homes 15 10 5 14 Lu 
TOTALS 389 "m Ց. — 188 770 


PRIVATE HT- RISE RESPONSES 


89 Buildings 119 65 35 98 317 
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BUREAU OP COMBUSTIHLES 
INSPECTORS WOBK TOTALS 


District Permits Inspections Violations Pire 
& Inspector Collected Found Investigations 
1- Hickey 192 2873 126 471 
Ze Pugh 43 1259 121 305 
be Gaitens 282 1528 197 256 
Bu MeEvoy 23% 2114 195 291 
6- Bolden 56 1139 52 123 
7- Stypolkowski 290 1683 95 219 
Be Muscarella 437 1629 121 22h 
9 Carr 525 1857 113 358 
10- Murray ok 1335 ho 225 
11— Ferchinger 430 1399 31 270 
12- Plotkin 542 1994 126 hoo 
13- DiDomenico ښاښا‎ ۹ 9 28 213 
14- Evaristo 322 1485 42 296 
15- Reiff 607 2326 է, 23 
16- Highsmith 79 952 25 DEI 
Schools» Sosnicky - 642 78 12h 
Hospitals~ Sakala 11 433 43 67 
Hotels- Jackson 9 687 34 230 
Theaters- Caufield 9 1096 11 - 
Office Force 1197 | 34 13 6 
TOTALS 5782 27406 1543 4624 
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1975 FIRE CODE VIOLATIONS 1975 


dise er աթ SE աա شو‎ 


REFERRED 
ROW TO DIVISION REPEHBED TO CORRECTED 
RECEIVED 


OF INSPECTIONS ZONING 


Bureau Inspectors 


Checking Districts 860 164 126 
IneService 
Company Inspections 214 2 739 
Telephone and 
Letter Complaints i2 i 21 
TOTALS 1086 16h 2025 


e aun دغه‎ d d lll WEN ې‎ rli Ed 


BREAKDOWN OF VIOLATIONS 


Ceiling over furnace 
Debris/Bubbish «Հա 
Exits dett ووو ووه‎ գա ومو‎ աժ A وو‎ Հայ ووه وو وله‎ MI جوم دمه‎ 
Electrical 
Extingul sher 
Filters/Grease ducts- 
Pire Alarm Systems سه‎ 
Fire Escaped oem -- 
Fireproofing eee asm ue 
Flammable Liquids --- 


Vacant Buildings ------- 583 
Vehicles 10 
Weedg/ Brun 396 
Miscellaneous ----—----- 320 


GE e bit SUA ee աֆ مکه‎ «արբ «ոու արջ quis و‎ duo چو‎ NOS END وه موه مو‎ qe 


6680 NOTICES = LETTERS OTHER CORRESPONDENCE = 


SENT TO OWNERS, TENANTS, REGISTERED AGENTS 


TO CORBECT ABOVE VIOLATIONS 


an, يوو مو‎ e سوه وم وو وه‎ MP ووه‎ ագր 


TOTAL COURT ACTION TAKEN ON VIOLATIONS 


Cases instituted «<<. 
Bearings Bela 


205 
1175 


Fines Collected $ 13,815.00 


Housekeeping 1016 
gunkk roc comte a nm 261 
Oil Burner 211 
011 Spills Teo موو ډو‎ ve ومو‎ e چو‎ de چو له‎ Dn 
Panic Bars eeeeeeeeee 20 
FPermitsedelinguent =-= 35 
Salamender zez دمه‎ am HEN مو چو شو غه وغه چو‎ 3 
Shut-off Valves ===. 25 
Siamese connections « 37 
Bprinklers eee 33 
Stairwells -e----—---- 119 
Storage وور وور یوو مت‎ ett شه وه‎ ces هو وو ووو‎ m سو‎ 443 

6680 

Cases Dismissed ese- 43 

Guilty Convictions - 148 
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E - AREA OF FIRE OBIGIN 


01-09 Means of greg 312 
10-19 Assembly ren mama u coco sur cn 4 
20-29 Principal function area 22 
30-39 Auxiliary functlon area ع سدع سوم‎ 10 
40-49 Storage Area wag en oner 51 
50459 Service facllities sorea esos - 31 
60-69 Service and equipment area سه‎ 18 
70-79 Structural area 80 
80.89 Special area «„ 23 
90-99 Outdoors or unspecified «առա 5692 


F سه‎ EQUIPMENT INVOLVED IN IGNITION 


10-19 Central heating nit A96 
20-29 Cooking equipment ----o------ DÉI, 
70. 9 Refrigeration equipment t! 2 
0-49 Electrical equipment -------- 186 
50.59 Electric appliances FW 
60-69 Special equipment ome — 5 
70-79 Processing equtpnent ea us D 
80-89 Service/maintenance equip, == 256 
90.99 Other object seess عد‎ se ee anes mew sa 31 


G = FORM OF HEAT OF IGNITION 


10-19 From fuelefired object emeses 13 
20.29 From electrical arcing ------ 25 
20-39 From smoking material ono.» 100 
40-49 From open flane . 105 
50.50 Prom hot object m me ar u mrar e 6 
60-69 From explosives ------————— 12 
70-79 From natural sure 5 
80-89 From another fire wm me 39 
He TYPE OF MATERIAL IGNITED 

10-19 GG meme we mere m „„ aet ae me نو‎ 7 
20-29 Flammable liquid ------ —— 291 
ք -39 Volatile solid -—------------ 161 
0-49 Chemical - plastig essa asese 23 
50-59 Natural product = se s u ea suos xs 4.31 
60-69 Wood = paper 1952 
70-79 Fabric = textile aeu سم مد‎ sm u ars = 936 
80-89 Material compounded w/oil =. 37 
90-99 Unclassified ce —— 386 


Pape 27 


STATISTICS COMPILED FROM FIRE INCIDENT REPORTS 


I - FORM OF MATERIAL IGNITED 


10-19 Structural component ----------- 1033 
20-29 Furniture C یجو‎ WINE գար عم چو وو مر عاد وو جو وم ووو سو چمو ووه‎ 1168 
30- 9 Soft goods — مب‎ mm ä „„ «4 2113 
40-49 Adornment material ------------- 217 
50-59 Supplies or stock 183 
90-99 Unelassified سا‎ e ap առ arr له ھل‎ պո աթ «ոո: ES EN DI e առ mm 174 


Je ACT OR OMISSION 


10-19 Incendiary emen — 1182 
20-29 Suspicious aer „ 609 
10-15 Misuse of heat of ignition ----- 23 
20-149 Misuse of material ignited seams եկ. 
50-59 Mechanical failure e s esne e s moss ع‎ 53 
60-69 Construction deficlency e s s.a 35 
90-99 Other unclassified سس مسد سه‎ 1233 


KD = TYPE OF SITUATION FOUND 
1 


PLLC eegenen 6263 
Overpressure rupture 3 
Rescue inc/accidents-first aid سسه‎ 726 
Hazardous Condition = ess m ses es saasa s 280 
Public service call ----------.--.. 382 
Alarm, no fire - inc/smoks scare 2465 
False alarm, malicious ----------—- 6031 
Electrical fallure - — 506 
Sprinkler nal fune tion 289 


KP - LEVEL OF ORIGIN 


QW CO MA Հա) ԷՉ 
8 8 P ۀ‎ 6 P ۸1 3 ؟‎ 


1 - Ground fioor Ub ووه‎ mm دمه هور سو مو هو وسور هو و ونا سب‎ NP حم ووو مب چم مو‎ 487 
2— Second floor -- 323 
Third floor Un gr سو‎ gp م وور مور مو سو خو وو و يوو و و سه سوه موو مر مو‎ m 190 
Sixth to eighth floor 53 
Ninth floor and oven Lo 
Hoof level ses en e es um aru u m uus u mum o هو ورو‎ lio 
Basement GU ot ane Se s Gub ووو وو‎ թ و ووو وه‎ D MIS en ښیو یو مو‎ e առ: թ առ سو وو‎ 329 


Qo7 O E 
$ 1 33 ١ 
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BREAKDOWN OF IN-SERVICE INSPECTIONS OF COMPANI 


ENGINE COMPANY 


1 
— ar کک‎ 78 110 78 137 
ونو کا‎ m ncn e n 55 55 bi 55 
— mo 67 8 92 101 
7 Tao 2 51 86 10% 151 
———— 72 hh 72 59 
10 e—————M— 5h 65 71 61 
11 -2-————————— 83 i31 53 131 
12 ee 57 53 70 112 
1 dee ար gn աթ Հոթ E art چو‎ թար emm 82 116 161 93 
H ër mp دمه وو هو‎ ME وو موو مه سو څه‎ 102 73 82 76 
EE 100 56 69 Գտ 
16 سي سا‎ TE DE erz, oe mm Kern gp e 50 36 60 78 
17 وو‎ ap BEP مو ووو و سو وو‎ eus غه‎ «ա 50 82 62 109 
184 58 78 50 95 
19 سي نو‎ ۶ 62 58 85 91 
20 Tac 1 semas 66 ho 80 61 
21 eee 66 98 128 83 
26 -—-———— 00 ee aw 1 67 137 90 
2? e e GD em ադ چو غه وغه یسه‎ ES وو‎ .Օ 48 70 86 
22222 102 87 128 113 
2922222 66 11^ 109 8 
TRUCK COMPANY 
d cc o o sm 53 72 70 69 
2222544 66 101 112 121 
— meme en 3h ko 2h 60 
"——— 74 78 83 38 
وه ډو‎ em ge دغه دوم‎ աթ یو‎ տառ غه‎ em 76 ի 23 74 79 
—— مه‎ շր am ee څه که‎ 96 82 77 142 
———— 61 92 102 122 
——.— 108 53 67 111 


Y TOTALS 2527 2720 2965 3275 
ա. 
ONE AND TWO FAMILY DWELLINGS «.. 


APARTMENT AND TENEMENT HOUSE a. 
GARAGES AND SERVICE STATIONS سه‎ 


INDUSTRIAL BUILDINGS معد عه‎ n m سس عه‎ 
TOTALS Gh وو ووو ووو‎ ase get وو مو‎ AO و‎ աթ. 


Է» de de 
OO مه‎ 


ES BY 


hd ووو‎ em سو‎ aas حم‎ did 
ve OF هسو‎ om حم و‎ Kees شه مو دم‎ 
ډوه‎ dd سم وب ووه شو‎ EE مو‎ 
Gb موو دوا ووو‎ din ووه ووو جوب همو مو‎ 
وور‎ em عم خو سو‎ MED هو وور وو یوو‎ 
are سیه ټيب‎ Չին نر‎ e հոր 
ar شو وو موو دوه ووو وه دوو‎ EE یوو‎ 
dis ووو مو‎ geen غه یوو‎ dum us ոթ e 
ووو‎ ge e BUS مکو موو‎ աթար سو‎ պա 
DAE ووو‎ ep GER مو غه چو مهو همه‎ աթ 
سه خو وه ووو‎ RE տապա GM «աթ 
مه ووه‎ Si غه هغه‎ WE چغ وو سو‎ ութ 
mx ووو‎ d ae pp وه وو وو‎ 
UP ومو‎ MEE چو غه ووه ووو یوو موم وو‎ 
eg وه ومو ووه‎ em des dect وو یوو‎ den 
ووو وغو‎ «ա Wa وه چو مو وو غه مه‎ 


me թ وو‎ TE Հատ شو‎ e 


er هه سوب‎ en غه ووو‎ «Առ. ميه‎ are ER 
سو مته مه وغمه ووه‎ «եթ مو‎ ge E wë 
مه ووه‎ que VERE وو وو مه ومو شم‎ 
ووه نه‎ MEE غه شوه سو‎ oe وم شو سه‎ 
La om وه هغه عسه دوه‎ աար ոտ 


hdd ոթ ووه وو و‎ տար աթ «աժ 


UR ee DEE. emp duo qu MEE WEE OR 
due en ene aas وغه غو و وو‎ e ca 
r oer om HER DUO gar RUP CUP می سوه‎ 
ووه‎ em ër موو‎ em MAP ot ووو‎ DE غو‎ 
Lb d Ro RR qd d وو وه‎ 
dar cc ge مید‎ գոր GEN هو‎ ete جوم‎ 
GNO GER خه‎ en غه‎ WEE Gun مو مه سم‎ 
des dip dis ښه یوو و جرب مه‎ éen 


Ld RA f مو ووه ېچوو غه مو‎ աթ 


5321 


TOURS FOR 1975 


(Above figures compiled by Pirefighter 8, Peele) 
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BUREAU OF INVESTIGATION 
مد‎ EE are Eb rA Y LUN 


(ARSON SQUAD) 


Annual Report Submitted by 
Battalion Chief Carl E. Stoffers 
for the year 1975 


The following is a report of the activities of the Arson Squad of 
the Newark Fire Department for the year 1975. 


The complete records of all investigations conducted by the Arson 
Squad, including photographs, evidence, Stavements, etc., are on file 
in the Arson Squad office and will be mace available to interested 
parties where needed for deposition, Grand Jury presentation, criminal 
prosecutiony civil suit, or for any purpose cemanded by iaw, 


Hecords of juvenile apprenensions, adult arrest, togetner with 
court dispositions of these arrests, are on iile in the srson Squad 
Office, and will be mage available to the proper authorities on request. 


The Arson Squad has maintained a daily association with other 
bureaus of municipal government, such as the Newark Police Lepartment, 
Youth Aid Bureau, Board of Education aná the Fire Prevention bureau, 


Throughout the past year, we have continued cur liaison with the 
New Jersey State Police, Essex County Prosecutor's Office, Federal 
Bureau of investigation, New Jersey Motor Vehicle Department, New 
Jersey Youth and family Services and other State and national agencies. 
These agencies huve given us important assistance in many of our in- 
vestigations. 


QIHER ACTIVITIES OF THE ANSUN S.UAD FOR 1975. 


During the year 1975, the Arson Squad participated in the followin. 


l. On January 2&, 1975 the Arson Squad conducted a seminar on ins 
cendiary devices. The material presented was new and kept the 
interest of all who attended. A head count showed 168 árson In- 
vestigators, law enforcement officers aud Chiefs of the Newark rire 
department in attendance. The program was restricted to tnese 
people because of the confidential nature of the slides which were 
borrowec from the F. B. I. 


2. The advisory committee on Arson Prevention, which is made up of 
insurance company executives and law eniorcement oificials dealing 
with arson, hela two seminars in 1975. The first was hela on Feb. 
27, in West Orange ana the second on Dec. 4, at Cherry hill. on 
both occasions a speaker was provided by our arson Squad and his 
comments were well received. 
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1975 
Bureau of Investigation {Arson Squad} 


Miscellaneous Statistics 


False Alarms, Juveniles Apprehended 


Juveniles referred to ¥outh Aid Bureau 6 
Juveniles Heprimanded 71 
, Juveniles referred to J. I. R. 9 

TOba l աը 
Other Than False Alarm Juveniles Apprehended 

-uveniles referred to Youth Aid Bureau 33 

Juveniles Reprimanded 49 

Juveniles referred to Youtn and 

Family Services 1 

Tb aas 3 
Adult Arrest 

Setting Fires 38 

False Alarms 6 

Others 3 

TEE EE E7 
Court Appearances 182 
Court Hours. տե 
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TOTALS 2175511 5 5 


Totals 


BUREAU OF INVESTIGATION (Arson Squad) 


Deaths by Fire 1975 


Cause 


Date Time Station Address Sex Age 
Jan. 18 1020 3857 1911 MeCarter Hwy. M 3 Accidental 
Feb. 26 1200 2328 hh South St. M 62 Accidental 
Apr. 1 1801 hh6i 489 So. 19th St. M 62 Accidental 
Apr. 9 2253 1215 17 Livingston St. F T Accidental 
Apr. 9 2253 1215 17 Livingston St. F 8 Accidental 
Apr. 21 0059 1h61 13 So. Munn Ave. F 63 Accidental 
Apr. 21 0059 1461 13 So. Munn Ave. F 69 Accidental 
Apr. 23 0h19 4151 17l Hillside Ave. M 36 Accidental 
Apr. 28 2358 2228 290 Mulberry St. F 2 Accidental 
Apr. 28 2358 2228 290 Mulberry St. F 2h Accidental 
Apr. 28 2358 2228 290 Mulberry St. M 1 Accidental 
May 10 0307 hh32 sol Avon Ave. F T Undetermined 
May 10 0307 L432 50h Avon Ave. F 3 mos. Undetermined 
May 10 0307 4432 50h Avon Ave. M 22 mos. Undetermined 
May 10  030T hh32 50h Avon Ave. F 3 Undetermined 
May 10 0307 4432 50l} Avon Ave. F 2 Undetermined 
Mey 10 0307 4432 50k Avon Ave. F 35 Undetermined 
May 27 0251 1315 31 So. 6th St. F 38 Incendiary 
June 1 7 1434 187 So. 10th St. M 7 Incendiary 
June 1 0507 1434 187 So. 10th St. M 3 Incendiary 
June 1 0507 1434 187 So. 10th St. M 10 Incendiary 
June 1 0507 1434 187 So. 10th St. F 2 Incendiary 
June 17 2322 1344 267 Camden St. F n Incendiary 
June 17 2322 1344 267 Camden St. F 6 Incendiary 
June 17 2322 13եկ 267 Camden St. M n Incendiary 
June 17 2322 1344 267 Camden St. M 3 Incendiary 
July T 1606 3521 2121 MeCarter Hwy M 32 Accidental 
Aug. 21 2058 1h89 168 Roseville Ave, F 5T Undetermined 
Sept. 2 2227 1122 49 So. Orange Ave. F 23 Accidental 
Oct. 4 0922 4662 11 Eckert St. F 62 Accidental 
ի Oct. 4 2137 2341 1086 Broad St. F 65 Undetermined 
E Nov. 7 55 4352 350 Camden St. M 58 Accidental 
ei Dec. 12 1312 hh33 75 So. 17th St. M 27 Accidental 


Total - 33 Deaths for 1975 
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FIRE LOSS RECORD BUREAU 


ANNUAL REPORT 1975 


LOSS FIGURES 

Building Contents 
January $ 275,595.00 $ 110,250.00 
February 325,16h.00 116,310.00 
March 395,520.00 78,475.00 
April 580,681.00 190,379.00 
May 238,276.00 71,155.00 
June 251,963.00 56,205.00 
July 190,262.00 53,890.00 
August 241,785.00 69,376.00 
September 174,425.00 49,307.00 
October 215,190.00 45,289.00 
November 181,272.00 61,125.00 
December 195,874.00 52,926.00 


$ 3,169.010.00 $ 954,687.00 


Combined Building & Content Loss: $4,123,697.00 
Vehicle Loss: 211,600.00 


Total Loss: Su 335, 297.00 


Per Capita Loss: $11.35 
Based on 1970 Census 


Population: 381,930 
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FIRE ALARM AND RADIO DIVISION 


annual Report submitted 
for the year 1975 . 


COMMUNICATIONS AND OPERATIONS 
John C, Buckley 


թ 


Chief, Fire Signal Systems Operations 


In compliance with the Rules and Regulations of the Fire Department, I 
herewith respectfully submit the Annual Report of the di 
and Communications for 1975: 
Central Office Force: 
1. Alarms transmitiede-——-— e —— ع‎ 21,127 


2, False Alarms received ~~. ene e e em a a 6,031 


3. Box tests supervised—— som t ene nen Rm րարը 1,095 


H 


á. Testa from private fire ularm companies supervisedmr smee 25555 


E 


D, Tests conducted of Airport fire alarm Tacilit ies 730 
6. Telephone calls handled over Centrex System (approx. 400,500 


Te Radio calls handled (apnrox, هپ۳‎ a 202,000 
8. Number of circuits completely tested cn 68,430 


9, Mise. report prepared and distributed------ ems se عدص م‎ 8,500 


10. Individusls and agencies dispatched to multiple 
1 idents by phone 2,000 


11. Prepare and distribute Daily Alarm Summary Report 365 


job operations (bookkeeping, janitorial 
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13, Prepare and supervise a 
maintenance of radio equ 


l4. Check all bills related to telephone equipmen t throughout Fire Dept, 
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Fire Alarm And Radio Division 


Annual Renort submitted 
for the year 1975 
Edward Y, Przybylovicz 
Chief, Fire Signal System, Constr. Maint. 


Abpended hereto is a recapitulation of the Construction 
and Maintenace Division's activities during the year 1975. 
In the interest cf brevity I have consolidated many cf our 
other job operations into the last three categories shown 
at the bottom of page two. 


I take this opportunity to express my deep gratitude to 
the Administration at Large, to Director Caufield, and to 
your office, for the generous support we have enjoyed in the 
past year. 


A special tribute must po to all Officers and Members of 
this Commend, who unstintingly gave of their effort to make this 
one of our most productive years. 


It ís also worthy of note that our success in many under- 


takings was in ոօ small part due to the invaluable cooperation 
of Officers and Members of the Operations Division. 
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Fire Alarm and Radio Division 
Constr./Maint. (2) 


Subterranean ducts rodded and cleaned (feet f 
Subterranean duct pull wire irstalled (Feet 0 
Subterranean cable installed (feet of conductor 
Single conductor line wire installed (beet 05 
Aerial cable installed (feet of conductůũ 2B ee 
Twin Rural ine wire installed (feet of conductor 
Subterranean cable removed (feet of conductor 
Line wire removed (feet of) ee ea mr aen me me 
Galvanized messenger wire removed (feet Of ووه و وو وو‎ e me 
Fire alarm boxes installed (ROW) ee RE tt ee te ne 
Fire alarm boxes installed (modified)-——-—————— 77 
Fire alarm boxes relocated 2 
Fire alarm boxes serviced/modified in 81267 و‎ mm me mm سه‎ 
Fire alarm box acceptance tests conducted in shop--—-—------- 
Fire alarm boxes inspected, tested and wound eere 
Fire alarm boxes tested and und 
Stanchions erected 222 

tanchions reset 
Junction boxes installed semea ee a a a 
Junction boxes replaced 
Stanchions/junction boxes rehabilitatẽd ee EE 
5 tanchi ons / junction boxes removed from the field 
Pole Iine construction released only ere ههو‎ RR بعد‎ EE د ع‎ 
Pole line hardware/crossarms replaced ODL Y cet cc حت‎ aee هه‎ 
Pole transfers completed 
Line wire protective covering instal 12d 
Trees trimmede- mma ueu omt mm mmn m a m m mone manat e a e e 
Ground rods buried ٧ 
Fire house batteries serviced (sets of 
Fire alarm boxes painted (two EA 
Air raid sirens inspected, lubricated and tested 
Air raid sirens removed from the field---——— o o e a — 
Field inspections (hours O Ë ) ل سو ووو‎ 
Field facility patrol (miles of 
Training sessions (hours OË) سو وو‎ ame ee ل‎ 
Housekeeping/vehicle maintenance (manhours f) 
Corrective functions performed (maintenace ուան 
Other minor job operations comple ted emeu mum a EE a a 
Major job operations completed 


000 


11,312 
12,606 
211,125 
18,010 
8,500 
20,030 
111,625 
28,035 
360 

2 

116 

50 

121 

47 

206 
3,742 
10 

15 

1 

11 

81 

10 

29 

225 
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PLANNING DIVISION 


Annual Report submitted by 
James P. O'Beirne, Deputy Chief 
for the year 1975 


During the year of 1975, the Planning Division as a staff unit 
entaged in a wide range of activities based on rendering assistance 
in the administration and operations of the Fire Department. Some of 
the more important functions are listed below: 


The Fire Department Capital Improvement Program is prepared 
annually. This is a six-year plan for the acquistion of major items 
of a long enduring value, It is financed by the sale of City Bonds 
which are paid off in a 20-year period. 


Vehicles received in 1975 through the Caoital Program are: 


1. One 100 ft. Aerial ladder truck. 
2. One Travelall with sweeper and snow-plow for Training area. 
3, One Chevrolet Van for use as Tactical Unit, 


À continual firehouse rehabilitation program resulting in the 
modernization of kitchen, housewatch, and lavatory facilities at 
the following locations: 


1. Quarters of. Engine Company 6. 

2. Quarters of Engine Company 7 and Truck Company 3. 

3. Currently working on quarters of Engine Company 12 and 
Truck Company 5. 


The Planning Division has had the role of City Hall First Aid 
Squad. During 1975 it's members treated 118 persons. 


Fire and personnel records are compiled and maintained, imcluding 
Sick leaves, line of duty injuries, and compensation claims and awards. 
In 1975, a total of 10,096 days were lost due to sick and injury leaves, 
representing an average of 4.87. There were 823 Line of Duty injuries 
reported in the year 1975. 


A breakdown of the line of duty injuries reflect the following: 


Head -————-—---111 Hands 144 Eyes 42 
Arms 77 Legs 103 Feet 68 
T 95 Body ===. 45 Hips 0 
Chest Pains--- 33 Toxic Gas-- 101 


Civilian actions against fire personnel were reported 23 times. 
These range from verbal threats to physical assaults. 
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PLANNING DIVISION (2) 


Information from the fire alarm summary sheet is recorded by 
United States Census Tracts. The city is divided by population and area 
into 96 tracts. The following list shows the highest incidence areas by 


tract: 
Tract No. 31 - Boyd Street and 17th Avenue Área ---- 679 Total Alarms 
Tract No. 31 Boyd Street and 17th Avenue Area ---- 161 Total 300's 
Tract No. 58 - Avon Avenue and Belmont Avenue Area - 20 Signal 18 
Tract No. 92 ~ Broadway and Oriental Area 20 Signal 11's 
Tract No. 32 - Springfield Avenue and Littleton Ave. 5 Multiple Alarms 
Tract No. 42 - Avon Avenue and 17th Avenue Area ---- 6 Deaths 
Tract No. 92 - Broadway and Oriental Area 123 Building Fires 
Tract No. 98 = Port Newark and Airport Area 43 Auto Fires 


Semimars, training programs and convention arrangements are made, 
and a list is maintained for those funded by fire department budget and/ 
or the city personnel department. A total of 35 members of all ranks at- 
tended these seminars, etc. : 


Members of this unit were participants with or representatives of the 
Director and the Fire Chief on various committees: City Date Processing 
Adivisory; Citizens Advisory: N.J. Air Pollution Control: Master Plan for 
Fire Protection and Control; City Energy Conservation; Grading Schedule;Fire 
Department Preemption Traffic Control System. 


This unit represented the Fire Department on the "Suggestion and Award 
Committee". Fire Department personnel won five of the nine monthly awards, 
awarded since the inauguration of the program in April, 1975. The award, 
awarded for the one best suggestion of the year, was won by Capt. Robert 
Smith, of Truck Company 9. 


This unit proposed and devised an "optional retirement program." This 
program would allow a retiring member to choose between "Terminal Leave" or 
a "lump sum" cash settlement. 


Assisted in development of 1976 operating budget request. Assisted with 
research project conducted by Urban Institute /NFPA in attempting to develop 
format to measure Fire Department effectiveness in controlling fire spread. 


Projects in the development stage and nearing completion include an up- 
dated illness and/or injury reporting system (expected implementation - 
early 1976) and a uniform fire reporting system (expected implementation = 
late 1976). Both systems will be compatible to the Data Processing System. 


Members of the Planning Division performed all the activities and 
duties prescribed by the Director and the Fire Chief of the Department. 


Page 48 


SPECIAL SERVICE AND SUPPLY COMPANY 


Annual Report submitted by 
Arthur J. Schmidt, Deputy Chief 
for the year 1975 


—— . —————— 


The Special Service Division operated on an around-the-clock basis throughout 
the year, and continued to provide the necessary services of supply and repair to 
all Fire Department units, and to provide for various services to other city 
departments and agencies and the community in general. These services, performed 
by our personnel, some of whom are assigned to tours, and some on 4 daytime basis 
only. Planned programs and policies were adhered to, and new programs and 
procedures have been formulated for the forthcoming year, in an attempt to achieve 
goals in a most expeditious manner. Accomplishments and services of various sections 
in this Division during the past year are as follows: 


DELIVERY AND PICK-UP SERVICE. Deliveries and pick-ups were made on 8 morning, 
afternoon, and evening basis as per schedule, for routine items. Items of an emer- 
gency nature were handled immediately on a 2k-hour-a-day basis. Items handled were 
such things as housekeeping supplies, tools, equipment, extinguishers, oxygen and 
air cylinders, masks, furniture, lockers, rock salt, ladders, hose and other 
supplies and equipment that require storage and transportation. 


Special Service personnel responded to multiple alarm fires and special calls, 
with fuel for apparatus, air tanks, salvage covers, and, when requested the 
Hi-Ex Foam Generator, smoke ejector, and foam concentrates. 


Special Service is also charged with the pick up at fire scenes of salvage 
covers, the maintenance of same, and the redistribution of these covers to fire 
companies throughout the Fire Department. 


Special Service are also available, and have responded on reguest to cordon 
off buildings deemed to be in dangerous condition, and posting these buildings 
indicating that a dangerous condition exists at the site. 


Fire apparatus requiring repairs or adjustments were picked up and delivered 
to various locations. Replacements for these apparatus were delivered to the 
affected fire companies by Special Bervice personnel. 


MESSENGER SERVICE. This service provided by Special Service personnel. The 
messenger carried out his prescribed duties daily, calling on headquarters as 
well as all Chiefs’ quarters. He also performed other related duties. 


MASK REPAIR DIVISION. The mask department was charged with the repair and mainten- 
ance of all type masks used by the Fire Department. During the past year, this 
department bench-checked (rebuilt to new condition), over 170 MSA Air Masks. 
Chemox and Scott masks were also maintained by these personnel. Air Tanks were 
also repaired and maintained. Over 9,500 such tanks were filled during the past 
year. A new "rubber bumper", designed by Special Service personnel, was also 
installed over tank gauges, and were successful in cutting down damage to such 
gauges to a fraction of the damage prior to this innovation. During the forth- 
coming year, all MSA Air Masks will have undergone & complete rebuilding, and will 
be part of & steady ongoing program. 
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Special Service and Supply Company (2) 


AIR PURIFICATION UNIT. An M & J Associates Air Purification system was installed 
during the past year, in conjunction with an Ingersoll Rand compressor, Model H 15 
Thx 20, 5,000 psi capacity. Our original Robbins Air System, with Ingersoll Ranü 
compressor is now a back-up system. Used in tandem, this package is probably one 
of the best such installstions in the country. Over 9,500 air tanks were filled 
during the past year, with over 160 hours pumping time recoreded during the past 
year. Provision to comply with Federal and State Health laws were made, air 
semples were lab tested monthly, throughout the year. 


CANVAS SHOP. Canvas items such as mask box covers, chain saw sheathes, electrical 
generator covers, control pedestal covers for hook and ladder trucks, turret 
nozzle covers, hose bed covers, foam can covers, stretchers, tool kit bags, smoke 
ejector covers, mask facepiece holders, rope bazs, etc., were made in this 
department, as well as maintenance of these items. Window shades for various 
firehouses were also repaired or fabricated in this department. 


STOCK ROOM. All tools, equipment, devices and supplies, (except those ordered through 
Fire Headquarters and the Hose Shop), were ordered, received, checked, recorded, 
stored, and distributed as needed to the fire units through the delivery service. 


uto &nd truck equipment were handled by this unit during the past calendar 
year by this unit. 


Supply room personnel, repsired porto-lites, hand lightes of other types, 
desk lamps, extension cords, K-12 Saws, generators, etc. They also made special 
belts and straps, tested slavage covers, and made the necessary arrangements with 
the carpenter shop to repair axe and hook handles. This unit also made the 
necessary arrangements for the construciton and maintenance of such items as 
mask boxes, skid load panels, hose bed decking, apparatus windshields, and 
Canopies, and whatever other needs of the Fire Department requiring the services 
of the carpenter shop. 


This department is also charged with the repair of such articles as portable 
pumps, explosimeters, and the maintenance of a supply of saw blades. 


The unit also coordinates the necessary building and maintenance of fire 
department buildings. 


APPARATUS MAINTENANCE, All fire apparatus in service, and all spare apparatus 
were tested by this department in accordance with accepted procedures. Apparatus 
were maintained and repaired by this division in conjunction with the Bureau of 
Motors. Arrangements for work with outside mechanics were made when necessary. 
The scheduling and maintenance of records of the Preventive Maintenance Program 
were kept by this unit. 


Specifications for the purchase of new apparatus were also drawn up by this 
department in conjunction with the Chief of the Department. This activity and 
the acceptance of new vehicles often reguired meetings with the agents and repre- 
sentatives of manufacturers concerning acceptance tests, malfunctions, deviations 
from specifications, ete, 


This unit approved several drivers and tillermen, visited a number of fire- 


houses to conduct on-site drilis, and to explain the operstion and maintenance 
of fire apparatus. 
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Special Service and Supply Company (3) 


HOSE SHOP The Hose Shop kept all fire companies properly supplied with hose 
and fittings. All hose in service was tested, and overage and defective hose 
was repaired when possible, as were damaged nozzles, valves, adapters, hose 
fittings, brackets, and other miscellaneous equipment. 


Using Oxy-Acytelene welding equipment, many apparatus and equipment parts 
were repaired, and with this equipment added to the general maintenance 
capability of the shop. 


GENERAL Various size metal ladders were received, stored, and placed in 
service when necessary. All metal ladders on all apparatus are now maintained 
and repaired by Special Service personnel. 


The program for inventory and test control of gas pressure cylinders in 
use in the department continued throughout the year. These cylinders include air 
tanks, oxygen tanks, CO2 tanks, dry powder and dry chemical extinguisher tanks, 
air pressure and water extinguishers, and kero-test cylinders. All cylinders 
are tested every five years, on a continuing basis from the date of manufacture. 


Special Service is also charged with the scheduling of all building 
repairs, to the Fire Department buildings. This unit also endeavors to work 
closely on this subject with personnel from the Bureau of Construction. 
Maintenance of a file system, recording building complaints and disposition of 
same is also kept by this unit. 


Community assistance activities included the following during the past year. 
Pumping out cellars and basements and community owned swimming pools. 


Provided and operated portable electric generators, lamps, cables, 
at emergency situations, and routinely on request. 


Provided extinguishers for protection at various functions, and 
for demonstration purposes. 


Each sub-division of Special Service maintained records and file systems: 
submitted various required reports consistant with duties, and activities; engaged 
in necessary clerical work consistant with objectives, correspondance and telephone 
communications essential to operations; and performed the housekeeping duties 
necessary to maintain quarters in a clean and presentable condition. 


000 
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Special Service and Supply Company (4) 


PERFORMANCE REPORT 1975 
— — — — .. 


CUMULATIVE 
Number of Alarms answered 64 
Number of pickups and deliveries made 10123 
Gasoline distributed at fires 305 gals. 
Motor oil distributed at fires 26 qts. 
Diesel Oil distributed at fires . 185 gals. 
Electric Generator used 17 
Floodlight cable used 19505 
Number of lights used ի 27 
Window Shades made 27 
Cellars pumped out 84 
Pours spent pumping out cellars 237 
Portolites repaired i91 
Portolites batteries distributed to companies 734 
Liquid foam distributed to companies 60 gals. 
Oxygen cylinders refilled 4398 
Scott & M.S.A. Air cylinders refilled E 9466 
15 ib. C.O. 2 Extinguishers refilled 324 
Masks repaired 1150 
Canvas ~ Covers for bags, boxes, deck etc., & repair 125 
Air Tanks repaired 525 
Chemox Mask Canisters delivered 9 
Smoke ejector on special calls 3 
Hi-Ex Expansion foam unit on special calis | 3 
Ladders repaired 214 
Ladders repaired (Feet) 5616? 
Movement of Apparatus : 446 
Salvage covers Delivered, picked up, washed & dried 360 


OUO 
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APPARATUS DIVISION 
Annual Report for 1975 submitted by 
Supervisor of Appartus 
Daniel J. Tauriello 


D | 
The following are the activities conducted by this office during 1975. 


1. Tested all pumpers in compliance with A.S.0. requirements. 
լ (62 tests) 


2. Tested all aerial ladders and ground ladders. 
(all aerial and ground ladders four times, a total of 60 
inspections.) 


3. Certified 51 drivers and 26 tillermen. 


4. Lectured and demonstrated pump operations and aerial oper- 
ations. (237) 


2. Made frequent inspections of all apparatus, 


6. Assisted Chief Redden in placing 7 new apparatus in service, 
(3 engines-l aerial ladder-2 vans 1 Rescue Squad Vehicle.) 


7. Assisted Chief Redden in the selection of vehicles to be 
taken out of service and junked. (6 engines and 1 aerial 
truck were taken out of service,) 


8. Supervised and assisted captains in the take-over of fire 
equipment. 


9. Checked the records of all repair work done on fire vehicles. 


10. Performed liaison work between the repair department and the 
fire department, 


OUO 
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Special Service and Supply Company 
Apparatus Division (2) 


Listed below are the new apparatus placed in service during 1975: 


Reg. 10 - Eng. Co. 1 1975 Ward La France --1000 sal. pumper 

Reg. 34 - Eng. Co. 4 1975 Ward La France --1000 gal. pumper 

Reg. 47 - Eng. Co. 18 1975 hard La France --1000 gal. pumper 

Reg. 89 - Tr.Co.9 1975 Segraves Diesel-100' Rear Mount Aerial 
Reg. 59 - Rescue Squad 1975 Mack Diesel -- Van Body 

Reg. 20 - Tact Unit #2 1975 Chevy Van 

Reg. 28 - Training Academy 1975 Sub. Station Wagon - Snow Plow and Broom 


Listed below apparatus decomissioned in 1975: 


Reg. 10 1947 Mack 1000 gal. pumper 
Reg. 13 1956 Inter'nl 500 gal. pumper 
Reg. 17 1956 Maxim 750 gal. pumper 
Reg. 25 1962 Inter'n1 750 gal. pumper 
Reg. 26 1952 American La France 1000 gal. pumper 
Reg. 48 1949 American LaFrance 85' ladder 
Reg. 109 1952 Mack 1000 gal. pumper 
Dount ine —— 431 apparatus 


Preventive Maintenance -- 111 
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Special Service and Supply Company 
HOSE DIVISTON 


Annual Report for 1975 


submitted by 


Captain John W. Bender 


The following report indicates the amount of fire hose in service, new hose in 
reserve and used hose on hand and the amount of brass work done as of December 31, 


In 
In 
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In 
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In 
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in 
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in 
In 


In 
In 
In 


Service 
Service 
Reserve 


Service 
Reserve 
Reserve 
Reserve 


Service 
Reserve 
Reserve 


Service 
Reserve 
Reserve 


Service 
Reserve 
Reserve 


Service 


Service 
Reserve 


Service 
Reserve 
Reserve 


Service 
Reserve 
Reserve 


with companies 
with companies 
(New Poly Hose) 


with companies 
(New Poly Hose) 
(Used C/P Hose) 
(014 C/P Hose) 


with Companies 
(New Poly Hose) 
(Used C/P Hose) 


with Companies 
(New Poly Hose) 
(Used Hose) 


with companies 
(New Hose) 
(Used Hose) 


with companies 


with Companies 
(Used Hose) 


with companies 
(New) 
(Used) 


with companies 
(New) 
(Used) 


Hose Inventory 


332 - 50 ft. 


lengths 


various lengths 
10 - 50 ft. lengths 


312 lengths 


515 = 50 ft. lengths 

27 - 50 ft. lengths 
150 - 50 ft. lengths 
100 - 50 ft. lengths 


192 lengths 


511 - 50 ft. 
22 = 50 ft. 
80 - 50 ft. 

613 lengths 
ho - 15 ft. 

5-15 ft. 
5 = 15 ft. 
50 lengths 
167 - 50 ft. 
6 - 50 ft. 
10 = 50 ft. 
183 lengths 
ho - 50 ft. 
2 10 ft. 
h ~ 10 ft. 
6 lengths 
30 - 10 ft. 
5 = 10 ft. 
10 - 10 ft. 


lengths 


- 10 ft. 
سم‎ 10 ft. 
13 lengths 


45 
6 = 10 ft. 
H 

گے 


Lengths 
Lengths 
lengths 


lenghts 
lengths 
lengths 


lengths 
lengths 
lengths 


lengths 


(Hard Suction) 
(Hard Suction) 


(Hard Suction) 
(Hard Suction) 
(Hard Suction) 


(Hard Suction) 
(Hard Suction) 
(Hard Suction) 


Total Aveilable 


16,600 ft. 
2,400 ft. 

500 ft. 
19,500 ft. 


25,150 ft. 
1,350 ft. 
1,500 ft. 


5,000 ft. 


39,600 ft. 


25,550 ft. 
1,100 ft. 
1,000 ft. 

30,650 ft. 


600 ft. 
T5 ft. 
T5 ft. 

T50 ft. 


8,350 ft. 
300 ft. 
500 ft. 

9,150 ft. 


2,000 ft. 


20 ft. 
ho ft. 
60 ft. 


300 ft. 

50 ft. 
100 ft. 
h50 ft. 


60 ft. 
10 ft. 
60 ft. 
130 ft. 
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Special Service and Supply Company 


Hose Division, (Continued) 


New Hose Received Total Received 
3" Porm 1007 Poly 2*" Couplings 25 - 50 ft. lengths 1,250 ft. 
e Porn 100% Poly O - 50 ft. lengths 0 ft. 
l5" Ponn 100% Poly .100 - 50 ft. lengths 5,000 ft. 
125 lengths 7 6,950 ft. 
New Hose Issued Total Issued 
hA" Soft Suction 100% Poly 1 = 15 ft. lengths i5 ft. 
2" Ponn 100% Poly 2%" Couplings 34 50 ft. lengths 1,700 ft. 
i5" Ponn 100% Poly 119 - 50 ft. lengths .5,950 ft. 
Uf, 665 ft ft. 

Hose Repaired Total Repaired 
ls" Soft Suction 30 - 15 ft. lengths 450 ft. 
3" 92 - 50 ft. lengths 4,600 ft. 
e 65 - 50 ft. lengths 3,250 ft. 
a Th - 50 ft. lengths 3,100 ft. 
3/1" 3 - 50 ft. lengths 150 ft. 
“12,150 ft. 

Hose Tested Total Tested 
3" 290 - 50 ft. lengths 14,500 ft. 
3" and 2%" various lengths կ,000 ft. 
ea h6h - 50 ft. lengths 23,200 ft. 
pu 503 ~ 50 ft. lengths 25,150 ft. 
3/4" and 1" Booster 172 - 50 ft. lengths 0 ft. 
7 15, կ50 ft. 


The following totals of hose reissued were: 3 - 21 lengths; 24" - 59 lengths; 
14" 178 lengths. 


umber of valves, nozzles, adapters, equipment and miscellaneous articles 
repaired or installed during the year totaled 20h. 


OUO 
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Training Division 


Annual Report for 1975 
submitted by 
Deputy Chief Edward M. Wall 


The Division of Training continued its primary responsibility of offering 
rsining to all in-service personnel of the department. This training was 
ccomplished through classes given at the Training Center and field training in 
asic subjects conducted at Company locations. All Chief Officers, Company Officers 
ad Firefighters in the line units received training in the following specialized 
subjects: Rescue and Search Procedures, Ladder Procedures, Standpipe Operations 
and High Rise Fire Problems. All Chiefs! Aides and all Ladder, Engine, Rescue and 
T. C.U. personnel received Driver Training Courses at the Training Center. All 
Pampers were service tested and all aerial ladder trucks were safety inspected by 
the Supervisor of Apparatus. 


բա 


moto 


The Training Staff instructed security personnel and Industrial Fire Brigade 
people from several high rise buildings and various industrial concerns during 1975, 
This training was vell received by the commercial and industrial community. 


During 1975 personnel from the Division of Training tested several standpipe 
systems in high rise buildings. In conjunction with thesetests we also assisted 
the management of various high rise buildings draw up building safety and 


evacuation plans. 


The Officers of the Auxiliary Fire Department received Leadership and 
Management Training. Auxiliary Firefighters received a short course in basic 
fire fighting. 


The Safety Officer, in cooperation with the Rescue Company, reviewed First 
Aid and C.P.R. with all line personnel in their Company Quarters. The Training 
Staff and the Safety Officer continued working with the Safety Committee in 
reviewing the proper functioning of turnout clothing and other safety equipment 
and safety problems. The Accident Prevention Committee in cooperation with the 
Hartford Insurance Company, held periodic meetings to review accidents and make 
recommendations regarding motor vehicle accidents. As a result of these recommend- 
ations several positive programs were launched to reduce accidents. 


The Training Staff with the Water Officer, supervised the institution of the 
conputerized hydrant inspection system. All hydrants in the City are now programmed 
for inspection through the computer. In cooperation with the Port Authority all 
airport and seaport hydrants were given positive locations and inspected. 


During 1975 the Division drew up a master plan for Major Fire Emergencies. 
We also worked with the Port Authority personnel regarding a new response plan 
for emergencies at the airport. In conjunction with this plan we worked with the 
Port Authority, Elizabeth Fire Department, Civil Defense, and other agencies in 
staging a major disaster drill at Newark Airport. The drill was successful and 
resulted in improved relations regarding emergencies with all communities, and 
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Training Division (2) 
coordination between the various agencies. 


The Staff was also involved in several other major projects in 1975: in 
cooperation with the National Fire Protection Association we set up and supervised 
a data collection project involving fire spread in urban areas. This project 
lasted six months and involved collection of data on one hundred representative 
fires fought by selected Newark fire units. We trained personnel from several 
Newark City agencies in Defensive Driver Training. We assisted in a national 
survey on training sponsored by the National Fire Protection Association. We 
conducted experiments with the use of sprinkler systems to limit the fire spread 
in freme dwellings. In cooperation with Riverside Polymer Corporation we field 
tested a product designed to reduce friction loss in fire stremas. The field 
tests vere impressive and we hope to install one such unit on an Engine Company 
in 1976, 


During 1975 I continued my membership on various State Committees on Civil 
Service and Higher Education regarding the Fire Service. Effective Ortober 1975, 
1 received an appointment as the principal Fire Service Section representative to 
the National Fire Protection Association Technical Committee on Fire Service 
Training. 


I appreciate the wholehearted support and cooperation received by this 
commend from Director Caufield and Fire Chief Pedden. Without this enthusiastic 
Support it would have been impossible to accomplish our mission in 1975. 
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ACADEMY TRAINING 


Recruits = Fire 

Indust, Fire Brigade 

Company Refresher 

Officer Refresher 
Total. 


SPECIAL TRAINING 


Preventive Maint. 
Driver Training 
App. Service Test 
Pump Operations 
Aerial Ladder 
Care of Apparatus 
Misc. Training 
Totel 


FIELD TRAINING 
Number of 
Drills in Quarters 


Drills out of Quarters 
Total No. of Drills 


Hours of Instruction 


Man hours 


TRAINING DIVISION. 


PERFORMANCE REPORT 


WATER OFFICER ACTIVITIES 


Humber of Hydrant Repairs Processed 611 
Number of Conferences attended 62 
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SESSIONS HRS, OF INSTRUC. ATTENDANCE MAN HOURS 
23 117 82 638 
3 11 91 337 
130 943 1916 8540 
NEN 12. 26h 1086 
159 1083 2353 11,011 
68 i02 258 կել 
161 210 569 919 
25 6h 165 610 
50 92 22T h20 
30 62 132 257 
1 18 36 85 
T 1h 30 60 
348 562 ihi? 2792 
9,122 
L hon 
1,260 
18,836 
75,045 
DEMONSTRATIONS Attendance 
Fire Prevention 10 165 
Extinguisher 16 581 
Other 5. 508 
Total 32 1,644 
FILMS SHOWN 
At Academy 106 1,h63 
Loaned Out 38 58h 
Total 144 2,047 


TRATNING DIVISION 
SAFETY OFFICER 
Battalion Chief James E. Morgan 


The following is a report of the activities of the Safety Officer for the 
year 1975. 


The Safety Officer completed instructors' training in the subjects listed 
below: 


First Aid - American Red Cross 
CPR - American Heart Association 
Defensive Driving - Hartford Insurance Company 


The Safety Officer and members of the safety committee attended the following 
safety seminars. 


Annual spring and fall meetings of the N.F.P.A. in Chicago and Pittsburg. 

Health and Safety Symposium sponsored by the International Assn. of Fire 
Fighters in St. Louis. 

The Safety Officer testified at the National Bureau of Standards in 
Washington, D. C. on protective clothing. 

The Safety Officer coordinated a Safety Symposium at the Newark Fire 
Department Training Center attended by various members from surrounding 
fire departments. 


A safety committee was formed with help from the following: Fire Director 
John P. Caufield, Fire Chief Joseph M. Redden, officers of the Professional Fire 
Officers Union, officers from the Newark Firemen's Union. The following members 
were appointed to serve on this committee: Captain Carl Duerr, Captain Clifton 
Titcomb, Fireman James Butler, Fireman Steven Fudali. 


The Safety Officer serves as chairman of this committee. The members of this 
committee also serveg on the Accident Prevention Board. Ten Safety Committee 
meetings and five meetings of the Accident Prevention Board were held throughout 
the year. 


The following duties were performed by the Safety Officer: 


1. Ordered and distributed first aid supplies. 
2. Assisted in training fire companies at the training center. 
3. Attended weekly meetings with Chief Wall to evaluste the training program. 
նկ. Held numerous Fire Prevention demonstrations at City Hall and Federal Square. 
5. Attended a number of meetings with Director Caufield, Chief Redden and Dep- 
uty Chief Edward Vall. 
6. Assisted in training & number of industrial fire brigades. 
T. Tested and evaluated numerous tools and equipment, including new turn-out gear 
8. Attended one meeting with N.F.P.A. Occupational Health and Safety 
Committee of which I am a member. 
9. Held first aid classes for various civic organizations throughout the city. 
10. Attended & number of meetings with the head of the New York City Fire 
Safety Division. 


The safety Officer also serves as Executive Officer of the Training Center. 
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TRATNING DIVISION 


WATER OFFICER 


Listed below are the Water Officer's activities for 1975. 


11. 


Processed 611 hydrant repair cards. 
Attended 135 meetings with Thomas Ewing, Superintendent of Water Supply. 
Conducted 20 Extinguisher Demonstrations. 


The Water Officer's duties include the administration of "On the Job 
Training for Veterans," 


Attended veekly meetings with Deputy Chief Edward Wall, to evaluate 
the Training Program. 


Responded to Signal 11, and multiple alarms of fire. 
Assisted in training probationary firefighters at the Academy. 


Attended numerous meetings with Gerrit DeVries, relative to setting 
up computerized hydrant inspection program. 


Attended numerous meetings with Airport Fire Marshal, Jack Anderson, 
relative to computerized hydrant inspection system at the airport. 


Inspection of hydrants on highway #78, from Elizabeth Avenue to 
Irvington line. This inspection included locations and condition 
of hydrants. 


Conducted flow tests in various sections of the city with the 
Water Department. 


000 


Page 61 


COMMUNITY RELATIONS DIVISION 


Annual Report submitted by 
Deputy Chief Lawrence Caufield 


for the year 1975 


The essential purpose of the Fire Department Community Relations Division, 
is to provide the public and the Fire Department with effective service both day 
end night. Community Relations has continued to build rapport between the public 
and the Fire Department. 


During the year 1975 the vehicle used to continue and build this rapport was, 
the Newark Disaster Coordinated Committee, which was called on numerous occasions 
for assistance in providing help for victims of fire and other disasters. This 
division maintained contact on a daily basis with the Salvation Army, Red Cross, 
Essex County Welfare, City Welfare, City Welfare and Civil Defense to assist 
victims in obtaining the necessities of life. Deputy Chief Marron was voted 
Chairman of the Newark Disaster Coordinated Committee. 


In line with the policy of the Fire Department, Director John P. Caufield, 
the Community Relation Division has looked for every opportunity to support and 
assist charitable agencies in performing their duty to the public. The C.R.D. 
also supports and aids all City Agencies in performing their duties when it 
involves assisting people in need. 


The hydrant situation during the summer of 1975 became a severe problem. 
In conjunction with the Mayor's Policy and MPDA every effort was made to keep 
the problem under control, many man hours were devoted to the shutting of il- 
legally used hydrants. It became evident that the hydrant problem has worsened 
in some neighborhoods, and Business Administrator Walls requested that the 
police make arrests of those using hydrants illegally. An arrest was made and 
with the cooperation of the courts a fine was imposed. The arrest and fine 
imposed for the illegally used hydrant had an immediate impast, less hydrants 
were used illegally thereafter. 


Explorer Post # 20, Scouts of America, of the Newark Fire Department enjoyed 
a very good year. There were 26 members in the Post and their interest in the 
department was unquenchable. The Post was considered a success by all people 
involved. 


The Citizen's Advisory Committee held numerous meetings during the course 
of the year and sought out ways that they could support the Fire Department in 
the performance and services to the City of Newark. This committee operates 
autonomously and members of the Fire Department attend as resource aides. 


The Fire Department Community Relations members participated in Career Days, 
sponsored by schools in the City of Newark. Meetings were held with Mr. Alonzo 
Kittrels of the Personnel Department on the problems of recruiting of Fire 
Fighters within the City of Newark. The Fire Department has developed a steering 
committee’ to address itself to the many problems existing in recruitment within 
the City. 
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Community Relations also has continued to work with Mayor's Affirmative 
Action Committee. In attending meetings throughout the city, the Community 
Relations members have been briefed to seek out every opportunity to alert community 
members about careers in the Fire Department. 


During the year Headquarters 20 menbers traveled to other cities to visit 
and study other community Relations programs. Also members attended a seminar on 
Human Rights. Visitors from other cities came to Newark to confer with members 
active in Fire Departments Community Relations. Many college students who were 
writing term papers interviewed Headquarters 20 personnel in relation to the 
assisting of fire victims. 


Charity drives, especially the Cerebral Palsy telethon, got members deeply 
involved in their logistical problems and with assisting in setting up and 
controlling the telephone volunteers. Because of the expertise shown at the above 
rentinned, Headquarters 20 was asked to aid the Arthritis Foundation in a resourse 
capacity. 


During 1975, there was a great demand for showing fire prevention films and 
cartoons in schools, to pre-school groups and to scouting units. In addition, the 
turn-out gear of Fire Fighters uniform is explained to youngsters in a show & tell 
fashion. 


Lectures are given with business groups, block associations and other in- 
terested groups. The most delightful group to work with is the senior citizens. 
The fire department is always something special to them. 


The on-the-street summer film program for children did not go as pianned 
because of the severity of the hydrant problem. In spite of the cut-back in the 
number of showings, the fire educational films and cartoons were will received in 
211 neighborhoods. Fire helmets, balloons and literature were given to children 
and adults attending the film showings. 


We have continued to work with the Mayor's office in the distribution of the 
newspaper "Information". We deliver papers to many areas in the City in short 
order. 


Any group receiving training at the Training Center receives a lecture from 
Headquarters 20 so as to orient the group to the efforts of Community Relations. 


Community Relations took care of supervising the Summer Youth Program people 
assigned to the Fire Department. 


1975 again presented many opportunities for us to work closely with the North 
Ward Educational and Cultural Center which has proved to be an extremely rewarding 
relationship. The Center has proven itself to be a good vehicle for getting 
involved with North Ward Community people. Both young and old are served through 
the North Ward Center. 
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The International Youth Organization now located on High Street across from 
Arts High has given the Community Relations Division an opportunity to work closely 
with many energetic youths. 


Two Community Relations officers are on the Board of Directors. We have 
assisted this group of youth in realizing success and look forward to strenghten- 
ing this organization. Jim Wallace, Community Relation Specialist, has been 
most successful in developing drill teams that march and compete in both interstate 
and intrastate contests. The drill teams have received many avards and recognition 
for their fine endeavors. The drill teams consist of both boys and girls who 
participate in city parades as well as fire prevention activities. 


Jim Wallace has also coached a Central Ward Little League that has proven 
to be a fine team and was invited to a playoff, in Canada in September, 1975. 


The Christmas drive was about the same as last year's and it was felt that 
many young people had a more enjoyable holiday because of the members of this 
division. Community Relations picked up, sorted, repaired, stored and distributed 
new and used toys to various groups who took care of needy persons. Every attempt 
was made to funnel toys to groups of people who would see to it that the neediest 
ware receiving the toys. Thank you letters were sent out to Agencies who worked 
with the Fire Department. Also Certificates were given out to special Agencies 
for their part in the Christmas Drive. 


A plaque was given to Elaine Reininger, of Prudential for her years of 
services in making the Christmas toy drive a very rewarding experience for many 
people. Many donated gifts, many received gifts because of her endeavors. 


Through out the year this division has worked closely with the Police 
Community Relations, Human Rights, Personnel Office, City of Newark, Dept. of 
Recreation, Division of Public Works, The Public Relations office of the Prudential 
insurance Company, the N. A. A. C. P., Urban League, the Urban Coalition, the U. C. C., 
F. O. C. U. 8, the Robert Treat Council, Block Associations, Church Officials and 
people of all denominations. 


Number of meetings attended 198 
Number of persons attending above 897 
Number of Fires attended 647 
Number of Fire victims assisted 2556 
Number of movies shown in schools 78 
Number of movies show in streets 15 
Various indoor locations 14 
Number viewing films 3060 
Christmas toys 4586 
Special Assignments 720 
OUO 
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EMERGENCY MEDICAL SERVICE 
(E.M.S.) 


Annual Report 
submitted by 
Deputy Chief Stanley Kossup 


I submit the following information pertaining to the Fire Department's 
activity in the E M S System. 1 will discuss the progress, the problems, and 
the present situation to properly inform all concerned parties. 


The program's goal was to reduce the response time, so that all residents 
would be within minutes of emergency care. This goal has been realized and 
and the average response time is now 5.5 minutes. This obviously has had a 
great impact in reducing mortality and disability. Further, through the 
utilization of modern technology and well trained Emergency Medical Technicians, 
the patient was given proper care at the point of injury or at the outset of his 
medical illness. 


There are several components in this system: 
i. Personnel 
2. Transportation 
3. Medical Care 
4. Communications. 


All of these elements are necessary and must interact properly or the 
system becomes nothing more than a "taxi" for the sick people or will cease to 
function altogether. It must be recognized by all concerned parties that if 
the Emergency Medical Service system is to be successful these distinct 
categories of transportation are essential: 

l. Trauma Patient Transport. 
2. Non-Emergency Transport. 
3. Patient Transport (hospital to hospital). 


All of these elements are necessary and their proper interaction is essential 
for a smooth efficient operation. If this combination is not used properly the 
true effectiveness of the "Trauma" Emergency Medical Unit will not meet the 
critical emergency medical needs of Newark's residents. 


To start the system on 26 May 74, Fire Department personnel assigned to 
the Emergency Medical Service reported to Martlend Hospital and united with 
existing Martland personnel, for the purpose of being trained in preparation 
for the proposed "satellite" response, With variable small problems this 
proved to be an instant success and the response time to the site of incident 
was reduced from 20 minutes to 10 minutes. In August 1974 with E M S Units 
responding from satellites the response time was reduced to the present average 
of 5,5 minutes. This is significant when we consider the original response 
time of 20 minutes or more. 
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As we evaluate these facts and figures it is obvious that the present 
concept of the Emergency Medical Service system has improved the medical care 
for the residents of the City. However, I must again indicate that the future 
success d this system depends on a coordinated cooperative response by all 
involved agencies in the City. 1 enclose the following information to give 
you a composite look at the work load during 1975, 


Total Responses 19,994 
Total Emergency Responses 4,715 
Patients Transported 13,891 
Average Response Time 5.5 m 
Total Ambulance Time 7,184 h 28 m 
Average Calls per Day 55 
Average Emergency Calls per day 13 


Unit #21 Out-of-Service since 15 July 75. 


Response into Areas 


Unit # 3 5,202 
Unit # 13 4,530 
Unit #17 6,854 
Unit # 21 727 
MAU 2,607 
IRBD 74 


As it can be seen the work load is trenendous and the interagency 
cooperation is essential to give the proper emergency medical care to the 
residents of Newark. 


The Emergency Medical Service officially began on a somewhat limited basis 
in January 1974, The approximate cost of the initial year of operation was a 
sum of $765,000.00. In the first year we attemped to develop a system and 
resolve the problems to move closer to full implementation. In the second year 
a budget of $1.2 million was developed. Due to M. P.D.0.'s appropriation of 
only $500,000.00 it became necessary for the Department of Health & Welfare 
to search for supplemental funding and altervatives to secure operating costs. 
On April 17, 1975 Mayor Gibson selected from alternative plans presented 
by Health & Welfare which called for a continuation of the current system 
until December 31, 1975. It was further directed that during the interim 
the E M S would make the transitionfrom a system operated by Fire Department 
personnel to a system operated by civilian personnel effective January 1, 1976. 
This has taken place. C. E. T. A. personnel have been selected and are in the 
process of completing their Emergency Medical Technician training at N. J. C. M. D., 
Martland Hospital. 


At the inception, I am sure, we all saw a basic system which ve feit the 
Fire Department could operate efficiently in order to bring to the City an 
efficient ambulance service. Many problems quickly developed because of the 
system having three (3) divisions of authority: (1) Fire Department; 
(2) N. J. C. M. D., Martland Hospital: (3) Department of Health & Welfare. 
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This tri-party system with the Fire Department performing ail of the 
cperational activities and with no real help from the other involved agencies 
affected the system and resulted in the development of many problems. 


Sir, as per your instruction, all Firefighters in the E M S system were 
reassigned effective January 1, 1976 at 0800 hours. Captains were assigned 
to Deputy Division 1 - Roving. All Chief Officers will remain in an advisory 
capacity until February 1, 1976. As of January 1, 1976 the Department of 
Health & Welfare has assumed responsibility for all present E M S functíons, 
both administrative and operational. 1, and my staff of Battalion Chiefs, 
will be available until Februay 1, 1976 on a tour basis to render whatever 
advisory assistance that is required of us. Further on January 1, 1976 the 
E M S Administrative Office relocated to 396 University Avenue. Present 
administrative E M S facilities will cease to be operative on February 1, 1976. 
All present E M S personnel, both Cadet and C. E. T. A. are being controlled 
and supervised by the Department of Health & Welfare. 


I would like to commend my entire staff for a job well done under the 
most trying of circumstances, 


I wish GOOD LUCK to the new E M S operation and hope that the future 
will produce a system of true emergency care, as we all originally intended 
and, which the citizens of Newark so urgently require. 


OOG 
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PHOTOGRAPHIC DIVISION 


Annual Report 
submitted by 
Fireman Joseph Marino 


The Annual Report for the year 1975, listing the activities of the 
Photographic Division, is herewith respectfully submitted. 


Signal 100 - Arson or suspected 23 
Signal 200 - Death at fire 15 
Public Relations (includes 52 


appointments, promotions, 
demonstrations, etc.) 


Violations, Bureau of Combustibles 5 
and fire prevention book 


Special Assignments 33 

Negatives made 1725 

Prints made 3291 

Ássignments 159 

Color prints made 190 
مه‎ 
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MEDICAL DIVISION 


Annual Report submitted by 

Edwin L. Ciccone, M.D. 

Fire Department Surgeon 
for the year 1975 


As Fire Surgeon, I performed my duties in accordance with the Rules and 
Regulations of the Fire Department, and at all times have fulfilled the re- 
quirements of my position. 


My associate, Carl E. Maffeo, M.D., and I are on call 168 hours per week. 
Throughout the year, we have given prompt attention to all reported illnesses 
and injuries of all fellow workers, including non-fire fighters, within our 
jurisdiction. 


I granted sick leave to members as warranted. Regular additional visits 
and examinations were made to sick and injured members until they were, in my 
opinion, physically able to return to their respective duties. I also rendered 
treatment to all members who became ill, whether in line of duty or otherwise. 


I attended multiple alarm fires and other fires where medical attention 
was required, There were 56 multiple alarms in 1975. 


Inspections of firehouses were made. Visits were also made to the various 
firehouses, on an emergency basis or otherwise, whenever requested by any 
member of the Fire Department. I examined and treated all referral cases of 
city employees when necessary. 


I examined and re-examined all new appointees and those who applied for 
disability pension, and submitted reports for same. Two new employees were 
examined in 1975. 


Visits were made to hospitalized members of the Department, injured in 
the line of duty or otherwise. Received and returned all telephone calls on 
a 2h-hour basis. There were 1150 sick leaves and 965 injuries. 


Weekly reports were forwarded to Corporation Counsel Donald Dvorin, 
Esquire, (Assistant), listing all men injured in the line of duty. Special 
reports were submitted when necessary or requested. 


Weekly reports were submitted to Director John P. Caufield and to 
Joseph M, Redden, Chief, N.F.D., regarding all the members on sick leave, 
whether in line of duty or not, and other records as requested.  Con- 
ferences were held when requested by the above named. I completed all in- 
surance forms for injured firemen voluntarily, 


1 wish to express my sincere gratitude to Director John P. Caufield, 
Joseph M, Redden, Chief of the N. F, D., all the officers and firefighters, 


Dr. Arthur Devlin, and the Bell and Siren Club for their courtesies and 
cooperation, 


000 
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Annual Report 
of the activities of the 
Catholic Chaplin 
Rev. Horton J. Raught 
for the yesr 1975 


The following is a report of my activities as Chaplain of the 
Newark Fire Department for the year 1975: 


Responded to (76) fires of which 45 were multiple alarms.  Accom- 
panied injured firemen to the hospital from the fire scene. 


Attended all swearing-in ceremonies of fire department personnel 
as well as all promotion ceremonies, 


Attended 36 wakes for the members of the fire department or members 
of their families. Participated in the funeral services of members of the 
department, both active and retired, or of members' families. There were 
24 funerals in which I participated. 


Was available and participated in conferences with members of the 
department or members' families. 


Conducted the annual memorial service for deceased members of the 
Newark Fire Department, This annual memorial Mass and breakfast that 
followed was. held at St. Rose of Lima, Newark, New Jersey. 


Conducted a memorial outdoor Mass for the late Rev. Msgr. Philip T. 
McCabe, Chaplain of the Newark Fire Department, and participated in the 
ceremonies that followed dedicating McCabe Hall at the Fire Training Academy. 
The outdoor Mass was held on the grounds of the Newark Fire Training Academy. 


Attended Fire Prevention demonstrations and all other affairs per- 
taining to fire department activities such as those sponsored by the Fire 
Department Historical Association, the Bell and Siren Club and Veterans 
Day Committee. 


I wish to express my deep and sincere gratitude to Fire Director 
John P. Caufield, Fire Chief Joseph M. Redden, and to all the officers and 
Firefighters of the Newark Fire Department for their friendship and courtesy 
and cooperation. 
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of the Protestant Chaplain 
Rev. Clarance Bleakney 
for the year 1975 


I attended most multiple alarms throughout the year 1975. 


Together with Father Horton Raught, I assisted at the Annual 
Memorial Mass of St. Rose of Lima Church. 


1 called on sick or injured firemen whether they were in the 
hospital or at home. 


1 was present at promotional and retirement testimonials of 
officers and firemen, also conducted annual Christmaa Party. 


1 was present at swearing-in exercises of all new firemen, and 
at promotional ceremonies of captains and chiefs. 


In eonjunction with Chaplain Raught, I served at all memorial 
and funeral services throughout the year. 


I responded to any call of any special nature from Director 
Caufield or Chief Redden. 


I wish to extend my thanks to Director Caufield and to Chief 
Redden, and to all the members of the Newark Fire Department for 
all courtesies shown me. 


OUO 
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Annual Report 
of the activities of the 
Jewish Chapiain 
Rabbi Horace L. Zemel 
for the year 1975 


I wish to report to you that through the year 1975, as Chaplain 
of the Department, to the best of my ability, I have ansvered fire 
calls when summoned, participated in public functions, attended the 
sick and the dying, and in general lent myself in full capacity as 
clergyman over all those to whom 1 ministered, in whatever contin- 
gency my services were called, 


The making of this report gives me, once again, the opportunity 
of letting you know that I am not unmindful of the many courtesies 
extended to me in the performing of the duties of my office for which 
1 am extremely grateful. 


May I wish you, and through you, all those in the Department, a 
year marked by Peace in the world, Order in our Government, Health in 
the Home, and Success in every worthwhile effort. 


OUO 
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CIVIL DEFENSE 
Auxiliary Fire Reserve 


Anrual Report for the year 1975 
Submitted by Captain John J. Higgins 


During the year of 1975, the Auxiliary Fire Services had 41 men join, 2 
men were reinstated, 1 man was dropped and the total at the end of the year was 
167 men, who reported into the firehouses 1,793 times and spent a total of 
10,468 hours there and then responded to 2,393 alarms of fire and spent 1,393 
hours fighting the fires, 


On June 23, 1975, five Auxilisry Captains were promoted to Auxiliary 
Battalion Chiefs. 


On July 1, 1975, a drill was held at the Newark Fire Department Training 
Center, at 1930 hours, and 46 Auxiliaries attended. Battalion Chief James 
Morgan and Captain Fred Steinbach conducted the drill and a training film was 
shown. Batt. Chief Joseph A. Zoppi and members of the Civil Defense Staff 
supervised the drill. 


96 Auxiliary Firefighters were eligible to take an examination for Auxiliary 
Captain and all were notified. 20 men replied that they would take the test 
and 13 reported on the night of September 17 for the test, supervised by Deputy 
Chief Robert Marron and this staff. 5 men passed and were promoted to Auxiliary 
Captain on October 6th. 


A meeting was conducted by Deputy Chief Edward Wall, at the Training 
Center, for Auxiliary Officers, on September 18, and 13 Auxiliary Officers 
&ttended. 


On November 2nd, a drill was held at the Training Center and it was 
monitored by Deputy Chief Robert Marron and Captain John Higgins, and was under 
the supervision of Battalion Chief James Morgan and the staff of the Center. A 
film, "Operations Hose Streams",was shown to the 33 Auxiliaries. The men were 
divided into groups and given basic and advanced operation of hose lines by the 
Auxiliary Training Staff, Auxiliary Chief William Kroeschel, and Battalion 
Chiefs Philip Brower, John Santinelli and Henry Przybylowicz, Jr. The pumps 
were operated by F/F Harry Lackey of the Center. 


All of the meetings of the Technical Operstions Committee and the Exercises 
were attended. 


The records of the Auxiliary were maintained by F/F Harold Fllermann, 
and an inventory of supplies and equipment were kept up to date, 


The entire Newark Fire Department and the Auxiliary Fire Services were 
saddened by the death of Batt. Chief Joseph A. Zoppi on December 22nd. 


The purpose of the Auxiliary Training is that it will parallel the standard 
training given to members of the Newark Fire Department. 


odo 
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THE BELL AND SIREK CLUB, INC. 
Annual Report 


For the year 1975 


The Bell and Siren Club, organized in 1949, is a non-profit, voluntary 
group dependent upon its membership dues, social functions, and the contributions 
of friends to finance its activities and acquire and maintain its equipment. 


Membership is limited to 50 active members whose conduct must adhere to 
official club Code of Operation. Public officials, candidates for pubiic 
office or any fire department employees are not eligible for membership. 


The Club serves free refreshments of coffee, orange juíce, tea, hot soup, 
etc., from a mobile unit, to firemen and fire victims at the scene of the fire, 
inside the fire lines. 


The equipment it uses is owned by the Club, but it is quartered in Newark 
fire houses, courtesy of the Mayor and the Newark Fire Department. 


During the year 1975, the Club responded to 86 fire emergencies, comprised 
of: 


Newark 65 աաա Second Alarms, 2 Third Alarms, 
2 Fourth Alarms, and 8 Special Calls 
East Orange - 7 
South Orange ~ 1 
Irvington = 3 
Other runs -~ 10 


Services rendered at the above included: 


8,315 Cups of Coffee 6,335 Cups of Orange Drink 
168 Cups of Tea 18 Bottles of Soda 
84 Hot Chocolate 4,831 Cookies and Doughnuts 
518 Cups of Bouillon 348 Slices of Cake and Buns 
183 Cups of Water 366 Sandwiches 
19 First Aid 338 Cigarettes 


Restoration and interior painting of the rig was completed, and a new 
chalkboard was installed under the able leadership of John Edelen, Ed Burbank, 
Carl Mueller, John D'Ascensio, Ed Sager, and Den Both, 


John Zach's Publicity Committee was able to increase its output, as we 
continued to have interesting articles about the activities of the club in 
"Turn Out" and other newspapers. Under Tom Cora's Membership Committee we were 
able to increase our membership as several new men joined the Club. This 
allowed our Alarm List Committee, under the direction of Meyer Fenichel, to add 
one more rig team. Thus with nine teams, members are on duty only one week 
in nine, rather than one week in eight. 
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In our continuing effort to be of service to the local fire departments, 
an agreement was entered into with the Irvington Fire Department. We will 
now service Irvington in the same manner we aid East and South Orange. 


Rig team one was put to the test in November when we were asked to serve 
almost one-third of the Newark Police Department during President Ford's visit 
to Newark. Needless to say they met the challenge, as well over 1,000 cups 
of coffee were served that night. 


At our annual Christmas Party awards were presented to Leo Curtis, 
Fred Bissinger, Stanley Zach, George Mango and Dr. Devlin fro completíng 25 
years of service to the Club. 


Certainly one of the highlights of the pas year took place at the annual 
IFBA Convention in Columbus, Ohio, vhen our own Dr. Devlin was honored as 
"FIRE BUFF OF THE YEAR." We can think of no-one more deserving than "Doc." 
Thanks are due to all the local Chiefs who sent letters of support, and helped 
"Doc" win this award. 


We continued to play an active role in the I.F.B.A., and our delegates 
Grant Miller and Ira Cohen well represented տ at the Columbus Convention. In 
addition members of the club attended Tri-Regional Meetings, and various other 
IL. F. B. A. functions. 


The new officers elected for 1976 area as follows: 


George Ottley ———————-- President 

Grant Mille Vice President 

Fred Bissinger Corresponding Secretary 

Ed Burbank mss Recording Secretary 

Jeff Tilley == Treasurer 

Bob Kalkman ووو وسو‎ Assistant Treasurer 

George Mango => Chaplain 

Tra Cohen chairman Executive Committee 
John D'Ascensio ---------Member Executive Committee 
Toma Cora --—-————— Member Executive Committee 
John Zach aa عع‎ amen Member Executive Committee 
Carl Mueller sees naunan Member Executive Committee 
Ed Massmann mmm osun -ers me me House Hatch 


I would again like to express my personal thanks and appreciation to 
all the officers and members of the Bell and Siren Club for making 1975 a 
successful year. 


To all the Officers and members of the Newark, East Orange, South 
Orange and Irvington Fire Departments we extend our sincere thanks for their 
generous support during our annual Honorary Membership Drive. We also extend 


our thanks to the elected officials of Newark, East Orange, South Orange and 
Irvington for their support. Special thanks is due to Director John P. Caufield 
and Fire Chief Joseph M. Redden of Newark, for their continued dedication 

to the Club. 
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